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Presidential Documents 

Title 3—THE PRESIDENT 


Executive Order 11134 

EXTENSION OF THE PRESIDENT’S COMMISSION ON 
REGISTRATION AND VOTING PARTICIPATION 

By virtue of the authority vested in me as President of the United 
States, it is ordered that section 8 of Executive Order No. 11100 of 
March 30, 1963, be, and it is hereby, amended by substituting for 
the last sentence thereof the following: “The Commission shall ter¬ 
minate not later than March 30, 1964.” 


Lyndon B. Johnson 


The White House, 

oved , December 20, 1963 , 
shington., D.C. 

[F.R. Doc. 63-13370; Filed, Dec. 23, 1963; 11:37 a.m.] 




















Rules and Regulations 


Title 45—PUBLIC WELFARE 

Chapter IV—Vocational Rehabilita¬ 
tion Administration, Department of 
Health, Education, and Welfare 

REPUBLICATION OF CHAPTER 

Chapter IV is republished for con¬ 
venience without substantive change, 
except for the deletion of obsolete pro¬ 
visions. This republication reflects all 
amendments published to date. 

Part 

401 The vocational rehabilitation program. 
408 Vending stand program for the blind 
on Federal and other property. 

404 Administrative procedure. 

PART 401—THE VOCATIONAL 
REHABILITATION PROGRAM 

Subpart A—Definitions 

Sec. 

401.1 Terms. 


Subpart B—State Plans and Grants for 
Vocational Rehabilitation 


State Plan Content: Administration 

401.2 The State plan: general require¬ 

ments. 

401.3 State agency for administration. 

401.4 Organization for administration. 

401.5 Standards of personnel administra¬ 

tion. 

401.6 State director. 

401.7 Medical consultation. 

401.8 Staff development. 

401.9 Political activity. 

401.10 Fiscal administration. 

401.11 Custody of funds. 

401.12 Reports. 

401.13 Cooperation with other agencies. 

State Plan Content : Casework Practice 

401.14 Eligibility. 

40U5 Case study and diagnosis. 

401.16 Vocational rehabilitation plan for 

the individual. 

401.17 Processing referrals and applications. 

401.18 Order of selection for services. 

401.19 Guidance. 

401.20 Economic need. 

Recording of case data. 

wi.22 Confidential information. 


401.23 

401.24 

401.25 

401.26 

401.27 

401.28 

401.29 

401.30 

401.31 

401.32 

401.33 


401.34 

401.35 

401.36 

401.37 


State Plan Content: Services 

Scope of agency program. 

Standards for facilities and per¬ 
sonnel. 

Rates of payment. 

Training. 

Physical restoration services. 

Transportation. 

Maintenance. 

Placement. 

Tools, equipment, initial stocks and 
supplies, occupational licenses. 

Other goods and services. 

Vending stands and other small 
businesses for severely handi¬ 
capped individuals operated under 
management of State agency. 

Workshops. 

Rehabilitation facilities, 
ervices to civU employees of the 
United States. 

Authorization of services. 


Federal Financial Participation 


Sec. 

401.38 Effect of State rules. 

401.39 Diagnostic and related services. 

401.40 Guidance, training, and placement. 

401.41 Vocational rehabilitation services 

conditioned upon economic need. 

401.42 Vending stands and small businesses 

under management and super¬ 
vision of State agency. 

401.43 Establishment of public and other 

nonprofit rehabilitation facilities. 

401.44 Establishment of public and other 

nonprofit workshops. 

401.45 Administration. 

401.46 Purchase of goods, facilities, or serv¬ 

ices from other agencies of the 
State. 

401.47 Insurance and taxes. 

401.48 Costs of oflice space. 

401.49 State and local funds. 

Allotment and Financing 

401.50 Allotment of Federal funds for vo¬ 

cational rehabilitation services. 
401.50a Additional allotments for fiscal year 
1964. 

401.51 Payments from allotments. 

401.52 Method of computing and making 

payments. 

401.53 Effect of payments. 

401.54 Interest and refunds. 

401.55 Determining to which fiscal year an 

expenditure is chargeable. 

Subpart C—Grants to States for Extension and 
Improvement Projects 

401.60 General requirements. 

401.61 Project submittal. 

401.62 Project amendments. 

401.63 Allotment of Federal funds for ex¬ 

tension and improvement proj¬ 
ects. 

401.64 Payments from allotments. 

401.65 Method of computing and making 

payments. 

Subpart D—Grants for Special Projects 
Projects Under Section 4(a) (1) or the Act 

401.66 Purpose. 

401.67 Applications. 

401.68 Federal financial participation. 

401.69 Approval of State agency. 

401.70 Duration of project. 

401.71 Payments. 

401.72 Revisions. 

401.73 Termination. 

401.74 Publications. 

401.75 Patent and copyright policy. 

Subpart E—National Advisory Council on 
Vocational Rehabilitation 

401.78 National Advisory Council on Voca¬ 
tional Rehabilitation. 

Subpart F—Training and Research 

401.80 Training and instruction. 

Traineeship Awards 

401.81 Benefits. 

401.82 Eligibility requirements. 

401.83 Conditions. 

401.84 Duration. 

401.85 Payment. 

401.86 Termination. 

Research Fellowships 

401.87 Benefits. 

401.88 Eligibility requirements. 

401.88a Denials or terminations in the best 
interests of the United States. 


Sec. 

401.89 Conditions. 

401.90 Duration. 

401.91 Payment. 

401.92 Termination. 

Authority: §§ 401.1 to 401.92 issued under 
sec. 7, 68 Stat. 658; 29 UJS.C. 37. Additional 
authority is cited in parentheses following 
the sections affected. 

Subpart A—Definitions 
§ 401.1 Terms. 

Unless otherwise indicated in these 
regulations, the terms below are defined 
as follows: 

(a) “Act” means the Vocational Re¬ 
habilitation Act (sec. 2, Public Law 565, 
83d Cong.), as amended (29 U.S.C. ch 4). 

(b) “Blind” means persons who are 
blind within the meaning of the law re¬ 
lating to vocational rehabilitation in 
each State. 

(c) “Demonstration” means (1) a 
pilot study or experimental attempt to 
provide more and better vocational re¬ 
habilitation services than are available, 
for the purpose of testing or establishing 
standards or methods of service that are 
practicable and effective for general ap¬ 
plication in the vocational rehabilitation 
program; or (2) provision of a special 
type of rehabilitation service in order 
to test its value in vocational rehabilita¬ 
tion and to provide information on costs, 
methods of administration, methods of 
providing services, or rehabilitation tech¬ 
niques; or (3) provision of vocational 
rehabilitation services to handicapped 
individuals in a specific disability cate¬ 
gory not adequately served. 

(d) “Commissioner” means the Com¬ 
missioner of Vocational Rehabilitation in 
the Department of Health, Education, 
and Welfare. 

(e) “Establishment of a rehabilitation 
facility” means (1) the expansion, re¬ 
modeling, or alteration of existing build¬ 
ings, necessary to adapt or to increase 
the effectiveness of such buildings for re¬ 
habilitation facility purposes; (2) the 
acquisition of Initial equipment for such 
purposes; or (3) the initial staffing of a 
rehabilitation facility, for a period not 
exceeding one year. 

(f) “Establishment of a workshop” 
means the expansion, remodeling, or 
alteration of existing buildings, neces¬ 
sary to adapt such buildings to workshop 
purposes or to increase the employment 
opportunities in workshops, and the ac¬ 
quisition of initial equipment necessary 
for new workshops or to increase the 
employment opportunities in workshops. 

<g) “Handicapped individual” means 
any individual who is under a physical 
or mental disability which constitutes a 
substantial handicap to employment, but 
which is of such a nature that vocational 
rehabilitation services may reasonably be 
expected to render him fit to engage in 
a remunerative occupation. 

(h) “Individual who is under a physi¬ 
cal or mental disability” means an indi- 
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vidual who has a physical or mental con¬ 
dition which materially limits, con¬ 
tributes to limiting, or, if not corrected, 
will probably result in limiting his ac¬ 
tivities or functioning. 

(i) “Local rehabilitation agency” 
means the public agency of a political 
subdivision of a State which has sole 
responsibility for administering the vo¬ 
cational rehabilitation program in the 
locality, under the supervision of the 
State agency. 

(j) “Maintenance” means payments 
to cover the handicapped individual’s 
basic living expenses, such as food, shel¬ 
ter, clothing, health maintenance, and 
other subsistence expenses essential to 
achieving the individual’s vocational re¬ 
habilitation objective. 

(k) “Nonprofit,” when used with re¬ 
spect to a rehabilitation facility or a 
workshop, means a rehabilitation facility 
or a workshop, respectively, owned and 
operated by a corporation or association, 
no part of the net earnings of which in¬ 
ures, or may lawfully inure, to the bene¬ 
fit of any private shareholder or indi¬ 
vidual, and the income of which is ex¬ 
empt from taxation under section 
501(c) (3) of the Internal Revenue Code 
of 1954. 

(l) “Occupational license” means any 
license, permit, or other written author¬ 
ity required by a State, city, or other 
governmental unit to be obtained in 
order to enter an occupation. 

(m) “Physical restoration services” 
means those medical and medically re¬ 
lated services which are necessary to cor¬ 
rect or substantially modify within a 
reasonable period of time a physical or 
mental condition which is stable or 
slowly progressive, and includes: (1) 
Medical or surgical treatment by general 
practitioners or medical specialists; (2) 
psychiatric treatment; (3) dentistry; (4) 
nursing services; (5) hospitalization 
(either inpatient or outpatient care) and 
clinic services; (6) convalescent, nursing 
or rest home care; (7) drugs and sup¬ 
plies; (8) prosthetic devices essential to 
obtaining or retaining employment; (9) 
physical therapy; (10) occupational 
therapy; (11) medically directed speech 
or hearing therapy; (12) physical reha¬ 
bilitation in a rehabilitation facility; 
(13) treatment of medical complications 
and emergencies, either acute or chronic, 
which are associated with or arise out 
of the provision of physical restoration 
services, or are inherent in the condi¬ 
tion under treatment; and (14) other 
medical or medically related rehabilita¬ 
tion services. 

(n) “Prosthetic device” means any 
appliance designed to support or take 
the place of a part of the body, or to 
increase the acuity of a sensory organ. 

(o) “Rehabilitation facility” means a 
facility, operated for the primary pur¬ 
pose of assisting in the rehabilitation of 
handicapped individuals, (1) which pro¬ 
vides one or more of the following types 
of services: testing, fitting, or training 
in the use of prosthetic devices; prevo- 
cational or conditioning therapy; physi¬ 
cal or occupational therapy; adjustment 
training; evaluation, treatment, or con¬ 
trol of special disabilities; or (2) through 
which is provided and integrated pro¬ 


gram of medical, psychological, social 
and vocational evaluation and services, 
under competent professional supervi¬ 
sion, provided that the major portion of 
such evaluation and services is furnished 
within the facility, and that all medical 
and related health services are pre¬ 
scribed by, or are under the formal su¬ 
pervision of, persons licensed to practice 
medicine or surgery in the State. 

(p) “Remunerative occupation” in¬ 
cludes employment in the competitive 
labor market; practice # of a profession; 
self-employment; homemaking, farm, or 
family work (including work for which 
payment is in kind rather than in cash); 
sheltered employment; and home indus¬ 
tries or other homebound work of a re¬ 
munerative nature. 

(q) “Secretary” means the Secretary 
of Health, Education, and Welfare. 

(r) “State” means the several States, 
the District of Columbia, the Virgin 
Islands, Puerto Rico, and Guam. 

(s) “State agency” means the State 
board administering vocational educa¬ 
tion, or the State agency primarily con¬ 
cerned with vocational rehabilitation, or 
the State agency for the blind. 

(t) “State agency for the blind” 
means the State commission for the blind 
or other agency authorized under State 
law to administer or supervise the ad¬ 
ministration of vocational rehabilitation 
services to the blind. 

(u) “State agency primarily con¬ 
cerned with vocational rehabilitation” 
means an independent State commission, 
board, or other agency whose major 
function is vocational rehabilitation. 

(v) “Substantial handicap to employ¬ 
ment” means that the functional limita¬ 
tions (or limitations in activities) re¬ 
sulting from a disability materially 
impede an individual’s occupational per¬ 
formance, by preventing his obtaining or 
retaining employment consistent with 
his capacities and abilities. 

(w) “Vocational rehabilitation serv¬ 
ices” means any goods and services nec¬ 
essary to render a handicapped individ¬ 
ual fit to engage in a remunerative 
occupation, including: (1) Diagnostic 
and related services (including trans¬ 
portation) required for the determina¬ 
tion of eligibility for service and of the 
nature and scope of the services to be 
provided; (2) guidance; (3) physical 
restoratton services; (4) training; (5) 
books and training materials; (6) main¬ 
tenance; (7) placement; (8) tools, equip¬ 
ment, initial stocks and supplies, includ¬ 
ing equipment and initial stocks and 
supplies for vending stands; (9) acquisi¬ 
tion of vending stands or other equip¬ 
ment, and initial stocks and supplies for 
small business enterprises conducted by 
severely handicapped individuals under 
the supervision of the State agency; (10) 
transportation; (11) occupational li¬ 
censes; and (12) other goods and serv¬ 
ices necessary to render a handicapped 
individual fit to engage in a remunerative 
occupation. The term also covers the 
establishment of workshops for severely 
handicapped individuals and the estab¬ 
lishment of rehabilitation facilities. 

(x) “Workshop” means a place where 
any manufacture or handiwork is car¬ 
ried on, and which is operated for the 


primary purpose of providing remunera¬ 
tive employment to severely handicapped 
individuals (1) as an interim step in the 
rehabilitation process for those who 
cannot be readily absorbed in the com¬ 
petitive labor market; or (2) during such 
time as employment opportunities for 
them in the competitive labor market do 
not exist. 

Subpart B—State Plans and Grants for 
Vocational Rehabilitation 

State Plan Content: Administration 

§ 401.2 The State plan: general require¬ 
ments. 


(a) Purpose. A basic condition to 
the certification of Federal funds to a 
State for vocational rehabilitation serv¬ 
ices is a State plan found to meet Fed¬ 
eral requirements. This plan shall con¬ 
stitute a description of the State’s voca¬ 
tional rehabilitation program. The 
State plan shall meet the requirements 
as to content hereinafter stated. It 
shall provide for financial participation 
by the State, and shall provide that it 
will be in effect in all political subdi¬ 
visions of the State. The Commissioner 
shall approve any plan meeting the re¬ 
quirements of the act and of this part. 

(b) Submission. The State plan and 
all amendments thereto shall be sub¬ 
mitted to the Vocational Rehabilitation 
Administration by a duly authorized offi¬ 
cer of the State agency. The plan shall 
indicate the official or officials who are 
authorized to submit plan material. 

(c) Amendment. The plan shall pro¬ 
vide that it will be amended whenever 
necessary to reflect a material change in 
any phase of State law, organization, 
policy, or agency operations. Such 
amendment shall be submitted to the 
Vocational Rehabilitation Administra¬ 
tion before it is put into effect, or within 
a reasonable time thereafter. 

(d) . Separate part relating to rehabili¬ 
tation of the blind. If, as hereinafter 
provided for, a State agency for the 
blind administers or supervises the ad¬ 
ministration of that part of the State 
plan relating to the rehabilitation of tne 
blind, such part of the State plan sna 
meet all requirements as to submission, 
amendment, and content prescribed oy 
the act and this part, as though it we 
a separate State plan. 


401.3 Slate agency for administration. 

(a) Designation of State agency. The 
tate plan shall designate a sole kt 
gency to administer the vo ca t£o 
ihabilitation program in the o 

r to supervise its administrate 
>cal rehabilitation agencies, 
gency shall be the State board aam 
tering vocational education oi 
tate agency primarily concerned 
Dcational rehabilitation, except tn 
tate agency for the blind may b 
>le State agency with respect to 
art of the plan relating to the 
onal rehabilitation of the blind. 

(b) Local administration. TM> * f 
lan may provide for administratioii 
le program though local rehabi i 
gencies of political subdivisions 
tate, under the supervision of tne 
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wide standards established by the State 
agency. If the plan provides for local 
administration, the local rehabilitation 
agency shall be responsible for the ad¬ 
ministration of all aspects of the pro¬ 
gram within the political subdivision 
which it serves: Provided , however, That 
a separate local rehabilitation agency 
serving the blind may administer that 
part of the plan relating to the rehabil¬ 
itation of the blind, under the super¬ 
vision of the State agency for the blind. 

(c) Authority . The State plan shall 
set forth the authority under State law 
for the administration or supervision of 
the administration of the program by 
the State agency, and, in the latter case, 
the legal basis for administration by 
local rehabilitation agencies. In this 
connection, copies of all laws and inter¬ 
pretations thereof by appropriate State 
officials, directly pertinent to the admin¬ 
istration or supervision of the vocational 
rehabilitation program, shall be sub¬ 
mitted as a part of the plan. 

(d) Responsibility for administration . 
The State plan shall provide that all de¬ 
cisions affecting the eligibility of clients, 
or the nature and scope of vocational re¬ 
habilitation services to be provided, will 
be made by the State agency, or by a 
local rehabilitation agency under its su¬ 
pervision, and that this responsibility 
will not be delegated to any other agency 
or individual. 

§ 401.4 Organization for administra¬ 
tion. 


The State plan shall describe the 
organizational structure of the State 
agency, including descriptions of organi¬ 
zational units, the functions assigned to 
each, and the relationships among units 
in the vocational rehabilitation program. 
The organizational structure shall pro¬ 
vide for all the functions for which the 
State agency is responsible, for clear lines 
of administrative and supervisory au¬ 
thority, and shall be suited to the size of 
the program and the geographic areas in 
which the program must operate. The 
State plan shall also describe methods of 
administration which will provide for the 
coordination and integration of activ¬ 
ities, adequate controls over operations, 
channels for the development and inter- 
pretation of policies and standards, and 
effective supervision of staff. The orga¬ 
nizational structure and the methods of 
administration shall facilitate program 
operations, and shall insure the provision 
**. ne cessary vocational rehabilitation 
mcesavailable under the State plan 
jo rehabilitation clients. If the State 
tw Provides for the administration of 
pip c P f?5 r o m by local rehabilitation agen- 
state P^n shall set forth the 
anri ?° verni ng their organization 

Si?u th 2? s of administration, and shall 
sunpm? 6 - the nature and extent of the 
in P orT?? n exercise <i by the State agency 
Plication t0 ? s i ure observance in the ap- 
effertivi 1 state standards and the 
the SX- acbleveinent of the objectives of 

vision of the state! P ° HtiCal SUbdi ' 

is^raUon 11 ^ 41 ^ 8 P ersonne l admin- 

th^stnf!! 6 State Plan shall set forth 
e agency’s standards of person¬ 


nel administration applicable to its own 
employees and those of local rehabilita¬ 
tion agencies operating under its super¬ 
vision. The State plan shall specify 
that rates of compensation and mini¬ 
mum qualifications will be established for 
each class of position which are com¬ 
mensurate with the duties and respon¬ 
sibilities of that class; and shall set forth 
the policies of the State agency with re¬ 
spect to the selection, appointment, 
promotion, and tenure of qualified 
personnel. 

(b) The State plan shall provide for 
the maintenance of such written per¬ 
sonnel policies, records, and other in¬ 
formation as are necessary to permit an 
evaluation of the operations of the sys¬ 
tem of personnel administration in re¬ 
lation to the standards of the State 
agency. 

(c) Where personnel administration is 
conducted under a State merit system 
approved by the Department of Health, 
Education, and Welfare (or a constitu¬ 
ent unit thereof) as meeting the 
“Standards for a Merit System of Per¬ 
sonnel Administration”, Part 70 of this 
title, the State plan may make refer¬ 
ence to such fact, and the information 
required above with respect to “Stand¬ 
ards of personnel administration” need 
not be submitted, except that the re¬ 
sponsibility for the appointment of per¬ 
sonnel shall be described. 

(d) The Commissioner shall exercise 
no authority with respect to the selection, 
method of selection, tenure of office, or 
compensation of any individual employed 
in accordance with the provisions of the 
approved State plan. 

§401.6 Stale director. 

The State plan shall provide that there 
shall be a State director or other named 
official with primary responsibility for 
the direction of the administration of the 
vocational rehabilitation program of the 
State agency, and that such State 
director shall be required to devote his 
full time and efforts to the vocational 
rehabilitation program, with the follow¬ 
ing exceptions: (a) Upon the request 
of a State agency, the Commissioner 
may approve arrangements whereby 
the State director is also responsible 
for the direction of other programs pri¬ 
marily concerned with handicapped per¬ 
sons, if he finds in view of all the 
circumstances in the partibular case that 
such arrangements will not impair the 
effective administration of the State 
plan; and (b) with respect to a State 
agency for the blind, the State director 
may be responsible for the direction of 
other programs relating to the blind or 
other handicapped persons, when such 
arrangement will not impair the effective 
administration of the State plan. 
Where the program is administered or 
supervised by a State board administer¬ 
ing vocational education, the plan shall 
provide that the State director shall be 
subject only to the direction and super¬ 
vision of the State board administering 
vocation education or its Executive 
Officer for matters relating to vocational 
rehabilitation. The State director may 
be designated the Executive Officer for 
matters relating to vocational rehabili¬ 
tation. 


§ 401.7 Medical consultation. 

The State plan shall provide for and 
describe the arrangements made to se¬ 
cure adequate medical consultation and 
to assure the availability of medical con¬ 
sultative services of high quality on all 
medical aspects of the vocational re¬ 
habilitation program, as needed in all 
State, district, or local offices of the 
agency. 

§ 401.8 Staff development. 

The State plan shall provide for a pro¬ 
gram of staff development for vocational 
rehabilitation personnel. This program 
shall provide for the in-service training 
of personnel for the purpose of providing 
a high quality of vocational rehabilita¬ 
tion services to handicapped persons. If 
the staff development program includes 
leaves of absence for institutional or 
other organized training for professional 
personnel, the State plan shall specify 
the policies governing such educational 
leave. 

§ 401.9 Political activity. 

The State plan shall contain provisions 
prohibiting employees engaged in the 
day-to-day administration and opera¬ 
tion of the program from engaging in po¬ 
litical activity. Such an employee shall, 
of course, have the right to express his 
views as a citizen and to cast his vote. 

§ 401.10 Fiscal administration. 

The State plan shall set forth the poli¬ 
cies and methods pertinent to the fiscal 
administration and control of the vo¬ 
cational rehabilitation program, includ¬ 
ing sources of funds incurrence and pay¬ 
ment of obligations, disbursements, ac¬ 
counting, and auditing. The State plan 
shall provide for the maintenance by the 
State agency (or, where applicable, by 
the local rehabilitation agency) of such 
accounts and supporting documents as 
will serve to permit an accurate and ex¬ 
peditious determination to be made at 
any time of the status of the Federal 
grants, including the disposition of all 
moneys received and the nature and 
amount of all charges claimed to lie 
against the respective Federal authoriza¬ 
tion. 

§ 401.11 Custody of funds. 

The State plan shall designate the 
State official who will receive and pro¬ 
vide for the custody of all funds paid to 
the State under the act, subject to requi¬ 
sition or disbursement by the State 
agency. 

§ 401.12 Reports. 

The State plan shall provide that the 
State agency will make such reports in 
such form and containing such informa¬ 
tion as the Commissioner may reasonably 
require, and will comply with such pro¬ 
visions as he may find necessary to as¬ 
sure the correctness and verification of 
such reports. This provision applies to 
reports in all areas of program operation 
and administration and to various meth¬ 
ods of reporting, including written and 
oral reports, and inspection and review of 
fiscal, statistical, casework, and other 
records and operations. 
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§401.13 Cooperation with other 
agencies. 

(a) The State plan shall provide 
that the State agency will establish and 
maintain cooperative working relation¬ 
ships with the State workmen’s compen¬ 
sation agency, the Bureau of Employees’ 
Compensation of the'Department of La¬ 
bor, the State agency administering the 
State’s public assistance program, the 
Social Security Administration of the 
Department of Health, Education, and 
Welfare, and the system of public em¬ 
ployment offices in the State. The basis 
for the cooperative working arrangement 
with the system of public employment 
offices shall be a written agreement 
which shall provide, among other things, 
for reciprocal referral services, exchange 
of reports of service, joint service pro¬ 
grams, continuous liaison, and maxi¬ 
mum utilization of the job placement 
and employment counseling services and 
other services and facilities of the pub¬ 
lic employment offices. 

(b) The State plan shall further pro¬ 
vide that the State agency will establish 
and maintain working relationships with 
other public and private agencies, such 
as tuberculosis sanatoria, crippled 
children’s agencies, Veterans’ Adminis¬ 
tration facilities, hospitals, health de¬ 
partments, and voluntary social and 
health agencies furnishing services re¬ 
lating to vocational rehabilitation, so as 
to assure maximum utilization on a co¬ 
ordinated basis of the services which all 
agencies in the State have to offer for 
the vocational rehabilitation of handi¬ 
capped persons. 

(c) Where there is a separate State 
agency for the blind, the State plan shall 
also provide that the two State agencies 
will establish reciprocal referral services, 
utilize each other’s services and facilities 
to the extent practicable and feasible, 
jointly plan activities which will improve 
services to handicapped individuals in 
the State, and otherwise cooperate in the 
interest of providing more effective 
services. 

State Plan Content : Casework Practice 
§ 401.14 Eligibility. 

(a) General provisions. (1) The State 
plan shall describe the policies and 
methods which the State agency will fol¬ 
low in determining eligibility for voca-. 
tional rehabilitation services in each 
case. 

(2) The State plan shall provide that 
eligibility requirements for vocational 
rehabilitation will be applied by the State 
agency or local rehabilitation agency 
without, regard to sex, race, creed, color, 
or national origin of the individual. 

(b) Basic conditions. The State plan 
shall provide that eligibility for voca¬ 
tional rehabilitation services shall be 
based upon: (1) The presence of a physi¬ 
cal or mental disability and the resulting 
functional limitations or limitations in 
activities; (2) the existence of a substan¬ 
tial handicap to employment caused by 
the limitations resulting from such dis¬ 
ability; and (3) a reasonable expectation 
that vocational rehabilitation services 
may render the individual fit to engage 
in a remunerative occupation. 


(c) Certification of eligibility. (1) 
The State plan shall provide that, prior 
to or simultaneously with acceptance of 
the handicapped individual for vocation¬ 
al rehabilitation services, there will be a 
certification that the individual has met 
the basic eligibility requirements. The 
State plan shall further provide that the 
certified statement of eligibility will be 
dated and signed by an appropriate 
agency staff member to whom such re¬ 
sponsibility has been assigned. 

(2) The State plan shall provide that 
a similar statement will be executed for 
each case determined to be ineligible for 
vocational rehabilitation services. 

§ 401.15 Case study and diagnosis. 

(a) The State plan shall provide that, 
prior to and as a basis for formulating 
the individual’s plan of vocational reha¬ 
bilitation, there will be a thorough diag¬ 
nostic study, which will consist of a 
comprehensive evaluation of pertinent 
medical, social, psychological, and voca¬ 
tional factors in the case. The State 
plan shall provide that in each case the 
diagnostic study shall be adequate to 
provide the basis for (1) establishing 
that a physical or mental condition is 
present which limits the activities the 
individual can perform; (2) appraising 
the current general health status of the 
individual in order to determine his limi¬ 
tations and capacities; (3) determining 
how and to what extent the disabling 
conditions may be expected to be re¬ 
moved, corrected, or minimized by physi¬ 
cal restoration services; and (4) selecting 
an employment objective commensurate 
with the individual’s capacities and 
limitations. 

(b) The State plan shall provide that 
the diagnostic study will include, in all 
cases to the degree needed, an evaluation 
of the individual’s personality, intelli¬ 
gence level, educational achievements, 
work experience, vocational aptitudes 
and interests, personal and social adjust¬ 
ment, employment opportunities, and 
other pertinent data helpful in determin¬ 
ing the nature and scope of services to be 
provided for accomplishing the individ¬ 
ual’s vocational rehabilitation objective. 

(c) The State plan shall further pro¬ 
vide that the medical diagnostic study 
shall include (1) a complete general 
medical examination, providing an ap¬ 
praisal of the current medical status of 
the individual; (2) examinations by spe¬ 
cialists in all medical specialty fields, as 
needed; and (3) such clinical laboratory 
tests, X-rays, and other indicated studies 
as are necessary, in addition to subpara¬ 
graphs (1) and (2) of this paragraph, to 
establish the diagnosis, to determine the 
extent to which the disability limits (or 
is likely to limit) the individual’s daily 
living and work activities, and to esti¬ 
mate the probable results of physical 
restoration services. 

(d) The State plan shall, in addition, 
set forth the specifications established 
by the agency for the content of the diag¬ 
nostic study outlined in paragraph (c) of 
this section, including (1) the subject 
matter to be covered and the minimum 
diagnostic procedures to be employed 
routinely in the general medical exami¬ 


nation; (2) the required recency of such 
examination, and the conditions under 
which a medical abstract will be accepted 
in lieu of a new examination; (3) the 
conditions under which examinations by 
specialists will be required; and (4) pro¬ 
vision for psychological evaluation in all 
cases of mental retardation. 


§ 401.16 Vocational rehabilitation plan 
for the individual. 

(a) The State plan shall provide that 
an individual plan of vocational re¬ 
habilitation will be formulated for each 
eligible client accepted for service. This 
individual plan (1) shall be based upon 
data secured in the diagnostic study; 
(2) shall specify the vocational rehabili¬ 
tation objective (or tentative objective 
where the ultimate objective cannot be 
determined at that time),, the services 
necessary to accomplish the client’s 
vocational rehabilitation, and the plan 
for providing (or otherwise securing) 
such necessary services; and (3) shall 
be formulated with the client’s partici¬ 
pation. 

(b) The State plan shall provide that 
the vocational rehabilitation plan for the 
individual will specify all the services 
needed to achieve his vocational re¬ 
habilitation, and that such services will 
be carried to completion, insofar as pos¬ 
sible. The State plan shall further pro¬ 
vide that the State agency may termi¬ 
nate or revise the plan for any client 
when it becomes evident that his voca¬ 
tional rehabilitation cannot be achieved, 
that services cannot be completed, or 
that the client’s needs have changed. 

§ 401.17 Processing referrals and appli¬ 
cations. 

The State plan shall describe the 
methods to be followed in handling re¬ 
ferrals and applications for vocational 
rehabilitation services. 

§ 401.18 Order of selection for services. 

The State plan shall set forth the 
criteria to be used in selecting eligible 
individuals for services when services 
cannot be provided to all eligible per¬ 
sons who apply. Such criteria shall oe 
designed to achieve the objectives of the 
vocational rehabilitation program to tne 
fullest extent possible with available 
funds, and shall give due cognizance both 
to the individual factors involved (sucn 
as the individual’s obligations and neea 
condition, severity of handicap, and em¬ 
ployability) and also to the external fac¬ 
tors (such as the cost and feasibility o 
rehabilitation and labor market needs . 


§ 401.19 Guidance. 

The State plan shall set forth the 
standards and policies established i 
the guidance of clients which will as¬ 
sure (a) adequate counseling serv 
to the individual in connection with 
vocational potentialities and the hea 
personal, and social problems relatea 
his vocational adjustment; and (b; . 
essary assistance to him in develop» 
an understanding of his capacities 
limitations, in selecting a suitable 
cupational goal, and in using aPP 
priately the medical services, tia * 
and other rehabilitation services n 
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to achieve the best possible vocational 
adjustment. The State plan shall also 
provide for the securing of reports from 
agencies providing vocational rehabili¬ 
tation services and for other methods of 
evaluating the progress in each case. 


§401.20 Economic need. 


The State plan shall set forth the 
agency’s policies with respect to deter¬ 
mination of economic need, and shall 
specify the types of vocational rehabili¬ 
tation services for which the agency has 
established an economic needs test. 
Where the State desires to request Fed¬ 
eral financial participation in expendi¬ 
tures conditioned upon economic need, 

(a) the State plan shall provide that the 
economic need of the client will be estab¬ 
lished simultaneously with or within a 
reasonable period prior to provision of 
the vocational rehabilitation services 
specified in § 401.41. 

(b) The State plan (1) shall set forth 
the policies and standards for objectively 
measuring the individual’s ability to pro¬ 
cure services conditioned on economic 
need, and for determining the amount of 
agency supplementation required to pro¬ 
cure the necessary services; and (2) 
shall describe the agency’s methods for 
assuring uniform and equitable applica¬ 
tion of such standards. 

(c) The standards for determining 
economic need shall provide that the 
agency will take into account all conse¬ 
quential resources available to the indi¬ 
vidual, however derived, including any 
benefit to which the individual may be 
entitled by way of pension, compensa¬ 
tion, insurance, and current income (in¬ 
cluding remuneration in kind and re¬ 
muneration in the case of on-the-job 
training); provided that the agency may 
establish general policies specifying 
amounts of capital assets (including 
property, cash, and liquid assets not con¬ 
stituting current income) which may be 
excluded from the calculation of avail¬ 
able resources. Any amounts so speci¬ 
fied shall be reasonable, and shall be 
indicated in the State plan. 

§401.21 Recording of case data. 


The State plan shall provide that the 
otate agency will maintain a record for 
each case which will contain pertinent 
inronnation about the individual and the 
services provided. For those individuals 
h?«i ep i ed for service > ^e case record shall 
a minimum: (a) Data sup- 
portmg the determination of eligibility 
thn information secured in 

ina fv? agn x 0stic stud y; (b) data support- 
for establish ment of the client’s need 
icpq assistance in the event serv- 

provirtl!? 1 ^ 0 ^ upon ec °nomic need are 
c « ; (c > data supporting the clini- 

StoSS 8 ?l the client ’s disabling con- 
the Pvo!L Sta I? le . or slowl y Progressive, in 
are orovini^fil 8 ' 1 restora tion services 
rehabiliflf^’ (d) . a plan of vocational 
tional settin S forth the voca- 

fihddu^i h f^ mtati0 ? ob jective of the in- 
vocatirmoi^ he , se fvices needed for his 
through , rebab ilitation as determined 

whichsi^v? 6 Ca 1 e stud y. and the way ii 
(g) the ^ services will hp nrnviHori • arw 


ing thp r p eason and justification for clo^ 
ase, including the employmen 
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status of the client and, if the case is 
closed as employed, the basis on which 
the employment was determined to be 
suitable. For those individuals not ac¬ 
cepted for service, the case record shall 
include data supporting the finding of 
ineligibility. 

§ 401.22 Confidential information. 

(a) The State plan shall provide that 
the State agency will adopt such regu¬ 
lations as are necessary to assure that: 

(1) All information as to personal 
facts given or made available to the 
State or local rehabilitation agency, its 
representatives, or its employees, in the 
course of the administration of the voca¬ 
tional rehabilitation program, including 
lists of names and addresses and records 
of agency evaluation, shall be held to be 
confidential. 

(2) The use of such information and 
records shall be limited to purposes di¬ 
rectly connected with the administration 
of the vocational rehabilitation program 
and may not be disclosed, directly or 
indirectly, other than in the administra¬ 
tion thereof, unless the consent of the 
client to such release has been obtained 
either expressly or by necessary impli¬ 
cation. Release of information to em¬ 
ployers in connection with the placement 
of the client may be considered as re¬ 
lease of information in connection with 
the administration of the vocational re¬ 
habilitation program. Such information 
may, however, be released to welfare 
agencies or programs from which the 
client has requested certain services un¬ 
der circumstances from which his con¬ 
sent may be presumed, provided such 
agencies have adopted regulations which 
will assure that the information will be 
held confidential, and can assure that the 
information will be used only for the 
purposes for which it is provided. 

(3) All such information is the prop¬ 
erty of the State agency or of the State 
and local rehabilitation agency, and may 
be used only in accordance with the 
agency’s regulations. 

(b) The State plan shall further pro¬ 
vide that the State agency will adopt 
such procedures and standards as are 
necessary to: (1) give effect to its regu¬ 
lations; (2) assure that all rehabilitation 
clients and interested persons will be in¬ 
formed as to the confidentiality of voca¬ 
tional rehabilitation information; (3) 
assure the adoption of such office prac¬ 
tices and the availability of such office 
facilities and equipment as will assure 
the adequate protection of the confiden¬ 
tiality of such records. 

State Plan Content: Services 
§ 401.23 Scope of agency program. 

(a) As required by the act, the State 
plan shall provide as a minimum for the 
furnishing of the following vocational re¬ 
habilitation services to each eligible in¬ 
dividual found by the diagnostic study to 
require such services: Guidance, train¬ 
ing, maintenance during rehabilitation, 
physical restoration, and placement. 

(b) The State plan shall describe all 
the services to be provided, the general 
scope of agency activities to be under¬ 
taken, and the categories of expenditures 


in which the State agency will request 
Federal financial participation. 

§ 401.24 Standards for facilities and 
personnel. 

The State plan shall provide that the 
State agency will establish and maintain 
standards for the various types of facil¬ 
ities and professional personnel utilized 
in providing services to eligible individ¬ 
uals, and shall describe the general 
content of such standards and the 
bases on which they were developed. 
The State plan shall also set forth the 
methods to be employed for maintaining 
such standards in accessible form for 
agency personnel. 

§ 401.25 Rates of payment. 

The State plan shall provide for the es¬ 
tablishment of rates of payment for diag¬ 
nostic services, training, and physical 
restoration services purchased for cli¬ 
ents, describe the policies used in arriv¬ 
ing at such rates, and provide that the 
State agency will maintain in accessible 
form information justifying such rates 
of payment. 

§ 401.26 Training. 

The State plan shall set forth the pol¬ 
icies that the State agency will follow in 
furnishing training to eligible individuals 
to the extent necessary to achieve their 
vocational rehabilitation. Such training 
includes vocational, prevocational, per¬ 
sonal adjustment training, and other re¬ 
habilitation training which contributes to 
the individual’s vocational adjustment; 
it covers training provided directly by the 
State agency or procured from other 
public or private training facilities. The 
State plan shall also include the State 
agency’s policies with respect to the pro¬ 
vision of books and training materials. 

§ 401.27 Physical restoration services. 

The State plan shall set forth the pol¬ 
icies that the State agency will follow in 
furnishing physical restoration services 
to eligible individuals to the extent 
needed to achieve their vocational reha¬ 
bilitation and, with respect to those cases 
for which the State agency wishes Fed¬ 
eral financial participation in expendi¬ 
tures for physical restoration services, 
shall specify that the following addition¬ 
al criteria are met in each case: (a) The 
clinical status of the individual’s condi¬ 
tion must be stable or slowly progressive 
(i.e., the condition must not be acute or 
transitory, or of so recent an origin that 
the resulting functional limitations and 
the extent to which such limitations af¬ 
fect occupational performance cannot be 
identified); (b) physical restoration 

services may be expected to eliminate or 
substantially reduce the handicapping 
condition within a reasonable period of 
time; and (c) the individual must be 
found to be in need of financial assist¬ 
ance in meeting the costs of the services. 

§ 401.28 Transportation, 

The State plan shall set forth the pol¬ 
icies with respect to furnishing trans¬ 
portation incidental to provision of diag¬ 
nostic or other vocational rehabilitation 
services under the State plan. Trans¬ 
portation is considered to mean the nec¬ 
essary travel and related costs in con- 
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nection with transporting handicapped 
individuals for the purpose of providing 
diagnostic or other vocational rehabilita¬ 
tion services under the State plan. 
Transportation includes costs of travel 
and subsistence during travel (or per 
diem allowances in lieu of subsistence) 
for handicapped individuals and their 
attendants or escorts, where such assist¬ 
ance is needed. 

§ 401.29 Maintenance. 

(a) The State plan shall specify the 
policies established for provision of 
maintenance, and shall provide that 
maintenance will be furnished only in 
order to enable an individual to derive 
the full benefit of other vocational reha¬ 
bilitation services being provided. As 
needed in the individual case, mainte¬ 
nance may be provided at any time in 
connection with vocational rehabilita¬ 
tion servees from the date of initiation 
of such services, including diagnostic 
services, to a reasonable period following 
placement. 

(b) The State plan may provide that 
the agency will assume responsibility for 
provision, as a part of maintenance, of 
amounts to cover the cost of short pe¬ 
riods of medical care for acute condi¬ 
tions arising in the course of vocational 
rehabilitation, which, if not cared for, 
would constitute a hazard to the achieve¬ 
ment of the vocational rehabilitation 
objective. 

§ 401.30 Placement. 

The State plan shall provide that the 
State or local rehabilitation agency will 
assume responsibility for placement of 
individuals accepted for service. The 
State plan shall set forth the standards 
established for determining if the client 
is suitably employed, and shall provide 
for a reasonable period of follow-up after 
placement to assure that the vocational 
rehabilitation of the client has been suc¬ 
cessfully achieved. 

§ 401.31 Tools, equipment, initial stocks 
and supplies, occupational licenses. 

The State plan shall describe the poli¬ 
cies governing the provision of tools, 
equipment, initial stocks (including live¬ 
stock) and supplies, and equipment, 
initial stocks and supplies for vending 
stands. The State plan shall further 
describe the conditions governing the 
provision of occupational licenses. The 
State plan shall also indicate any mone¬ 
tary maxima that the State agency has 
established with respect to the provision 
of any of the foregoing items in any one 
case. 

§ 401.32 Ollier goods and services. 

The State plan shall set forth the poli¬ 
cies that the State agency will follow in 
providing other goods and services neces¬ 
sary to render a handicapped individual 
fit to engage in a remunerative occupa¬ 
tion. 

§ 401.33 Vending stands and oilier 
small businesses for severely handi¬ 
capped individuals operated under 
management of State agency. 

If the State agency wishes Federal 
financial participation in establishing 
vending stands or other small businesses 


for the severely handicapped, to be man¬ 
aged or supervised by the State or local 
rehabilitation agency, the State plan 
shall: (a) Describe the policies govern¬ 
ing the acquisition of vending stands or 
other equipment and initial stocks (in¬ 
cluding livestock) and supplies for such 
businesses; (b) set forth any monetary 
maxima established for any one busi¬ 
ness; (c) describe the policies governing 
the management and supervision of the 
program; (d) describe how management 
and supervision will be accomplished 
either by the State or local rehabilitation 
agency, or by some other organization as 
the nominee of such agency, subject to 
its control; and (e) provide that only 
those individuals defined as severely 
handicapped in the State plan will be 
selected to participate in this supervised 
program. 

§ 401.34 Workshops. 

If a State agency desires Federal fi¬ 
nancial participation in establishing 
public or other non-profit workshops, the 
State plan shall (a) set forth the criteria 
and standards relating to the establish¬ 
ment of such workshops; (b) describe 
the State agency’s criteria and standards 
applicable to such workshops with re¬ 
spect to health, safety, wages, hours, 
working conditions, workmen’s compen¬ 
sation, and other pertinent conditions; 
and (c) provide that the State agency 
will determine that need for the work¬ 
shops exists prior to their establishment. 

§ 401.35 Rehabilitation facilities. 

If a State agency desires Federal .finan¬ 
cial participation in establishing public 
or other non-profit rehabilitation facili¬ 
ties, the State plan shall set forth the 
criteria and standards relating to the 
establishment of such facilities; and 
shall provide that the State agency, prior 
to the establishment of a rehabilitation 
facility, will determine that need for 
such facility exists. The State plan shall 
further provide for coordination between 
the State agency and the State agency 
administering the Medical Facilities Sur¬ 
vey and Construction Act of 1954 (P.L. 
482, 83d Cong.), as amended, to prevent 
duplication of rehabilitation facilities 
and impairment of the objectives of the 
State program developed under that act. 

§ 401.36 Services to civil employees of 
the United States. 

The State plan shall provide that vo¬ 
cational rehabilitation services will be 
made available to civil employees of the 
United States Government who are dis¬ 
abled in line of duty, under the same 
conditions as are applied to other handi¬ 
capped individuals. 

§ 401.37 Authorization of services. 

The State plan shall set forth the 
State agency’s policies with respect to 
authorization of services, and shall pro¬ 
vide that written authorization will be 
made either simultaneously or prior to 
the purchase of services, and that a rec¬ 
ord of such authorization will be re¬ 
tained. Where agency policy permits 
that oral authorization may be made in 
an emergency situation by an employee 
of the State or local rehabilitation agen¬ 


cy, the State plan shall provide for docu¬ 
mentation of such oral authorization in 
the client’s case record. 


Federal Financial Participation 


§ 401.38 Effect of State rules. 

Subject to the provisions and limita¬ 
tions of the act and this part, Federal 
financial participation will be available 
in expenditures made under the State 
plan (including the administration 
thereof) in accordance with applicable 
State laws, rules, regulations, and stand¬ 
ards governing expenditures by State 
and local rehabilitation agencies. 


§ 401.39 Diagnostic and related services. 

Federal financial participation will 
be available in expenditures made under 
the State plan for diagnostic and re¬ 
lated services, including transportation, 
incidental to the determination of eli¬ 
gibility for and the nature and scope of 
services to be provided. 

§ 401.40 Guidance, training, and place¬ 
ment. 

Federal financial participation will be 
available in expenditures made under 
the State plan for the provision of guid¬ 
ance, training, and placement services 
to handicapped individuals. 


§ 401.41 Vocational rehabilitation serv¬ 
ices conditioned upon economic 
need. 


Federal financial participation will be 
available in expenditures made under the 
State plan for providing the following 
vocational rehabilitation services to eligi¬ 
ble handicapped individuals found to be 
in economic need: 

(a) Physical restoration services. 

(b) Maintenance, except that Federal 
financial participation will not be avail¬ 
able in payments for maintenance made 
in connection with the placement of a 
handicapped person after he actually re¬ 
ceives remuneration for his employment 
or, in the case of a handicapped person 
placed in self-employment, after thirty 
days from the time the person is so 
placed. Federal financial participation 
in expenditures for short periods oi 
medical care for acute conditions arising 
during the course of vocational rehabili¬ 
tation, which, if not cared for, worn 
constitute a hazard to the achievemen 
of the vocational rehabilitation objec¬ 
tive, will be available only for a P erl ° 
not to exceed thirty days in the case 
any one illness. 

(c) Transportation, except where ne - 
essary in connection with determinat 
of eligibility or nature and scope 


zes. 
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services), not contra-indicated by the 
act and this part, necessary to render a 
handicapped individual fit to engage in 
a remunerative occupation. 

Federal financial participation will not 
be available in any expenditure made, 
either directly or indirectly, on behalf of 
a handicapped individual, for the pur¬ 
chase of any land, or for the purchase 
or erection of any building. This exclu¬ 
sion with respect to buildings does not 
apply to shelters as described in para¬ 
graph (f) of this section. 

The State may, if it so elects, retain 
legal title to any or all of the goods listed 
in paragraphs (e) and (f) of this section. 

§ 401.42 Vending stands and small busi¬ 
nesses under management and super¬ 
vision of State agency. 

Federal financial participation will be 
available in expenditures made under the 
State plan for the acquisition of vending 
stands or other equipment, and initial 
stocks (including livestock) and sup¬ 
plies, for use by severely handicapped 
individuals in any type of small business 
under the management and supervision 
of the State or local rehabilitation 
agency. “Vending stands or other 
equipment” as used here includes, in the 
case of shelters, only those for a busi¬ 
ness undertaking which are customarily 
furnished by the operator of a like un¬ 
dertaking occupying premises under a 
short-term lease. Federal financial par¬ 
ticipation will not be available in any 
expenditure for meeting the costs of con¬ 
tinuing day-to-day management and 
supervision of such vending stands and 
other small businesses, nor for the pur¬ 
chase or rental of any land, nor for the 
purchase, rental, or erection of any build¬ 
ing. This exclusion with respect to 
buildings does not apply to shelters as 
described in the second sentence of this 
section. 


§ 401.43 Establishment of public and 
other nonprofit rehabilitation facili¬ 
ties. 


Federal financial participation will be 
available in expenditures made under the 
State plan for the establishment of pub¬ 
lic and other nonprofit rehabilitation 
iacilities: Provided, however. That Fed¬ 
eral financial participation will not be 
available in any expenditures for the 
purchase or rental of any land or build¬ 
ings m connection with the establish¬ 
ment of such facilities. 

§ 401.44 Establishment of public and 
other nonprofit workshops. 


P^erainnaucml participation will be 
Rfof a i in expenditures made under the 
lie 6 p i an * or establishment of pub- 
P an < other nonprofit workshops: 

however. That Federal Anan¬ 
as partlcip ?tion will not be available in 
rJtof Penditures * or the purchase or 
neon™ 0 * a ^ y land or Gildings in con- 
w orksh Wlth the establishmen t of £uch 


§ 401.45 Administration. 

avahnhi al financial Participation will be 
Statpnio^i n exp enditures under the 
tration f ? r adminis tration. Adminis- 
Program c udes ’ amon g other things, 
m Planning, development, and 


control; research; interpretation of the 
program to the public; personnel admin¬ 
istration; use of advisory committees; 
and staff development, including educa¬ 
tional leave. All expenditures for ad¬ 
ministration in which Federal financial 
participation is claimed must be subject 
to the administrative or supervisory con¬ 
trol of the State agency, or, if performed 
by some other agency of the State, must 
be subject to such terms of a coopera¬ 
tive arrangement as will serve to assure 
consistency with the State agency’s poli¬ 
cies and objectives. 

§ 401.46 Purchase of goods, facilities, 
or services from other agencies of 
the State. 

Federal financial participation will 
be available in expenditures under the 
State plan for payment of the costs 
incurred by other agencies of the State 
furnishing goods, facilities, or services 
to the State agency: Provided, that (a) 
such payments are permissible under 
State law; (b) such costs are incurred 
to meet the needs of the State agency, 
and are not costs attributable to the gen¬ 
eral expense of the State in carrying out 
the overall coordinating, fiscal, and ad¬ 
ministrative functions of the State Gov¬ 
ernment; and (c) such costs are extra, 
identifiable, and readily ascertainable 
either by segregation or as a prorata 
share of the cost of such goods, facilities, 
or services. 

§ 401.47 Insurance and taxes. 

Federal financial participation will be 
available in expenditures made under the 
State plan for (a) the State or local re¬ 
habilitation agency’s share of costs in 
employee benefit programs, such as re¬ 
tirement, group life or hospitalization 
insurance; (b) workmen’s compensa¬ 
tion; (c) burglary, robbery, and fire in¬ 
surance, if permitted by the State, and 
reasonably necessary to protect funds in 
transit or in the custody of State or local 
agency personnel; (d) motor vehicle 
liability costs, where the State accepts 
responsibility for such loss; and (e) Fed¬ 
eral, State, and local taxes, if the State or 
local rehabilitation agency is legally ob¬ 
ligated to pay such taxes, and provided 
that all comparable agencies in the State 
are uniformly treated. 

§ 401.48 Costs of office space. 

(a) Federal financial participation will 
be available in expenditures made under 
the State plan for costs of office space for 
State or local rehabilitation agencies that 
are incurred (1) for paying rent and 
service and maintenance costs in pri¬ 
vately owned buildings; (2) in meeting 
the costs of service and maintenance in 
lieu of rent in publicly owned buildings; 
(3) in meeting rental charges in Fed¬ 
erally and municipally owned- buildings, 
where the municipality is not adminis¬ 
tering the vocational rehabilitation pro¬ 
gram locally; (4) in making necessary 
repairs and alterations to either pri¬ 
vately or publicly owned buildings; and 
(5) for monthly rental charges, based 
on the cost of initial construction or pur¬ 
chase of State or locally owned buildings. 

(b) All expense for office space must 
be based on an actual rental charge or 
a monthly rental rate that is a reason¬ 


able approximation of actual cost over a 
long-run period. Federal financial par¬ 
ticipation is available only for periods 
when the State or local agency occupies 
the space, and where the rate for any 
type of cost or combination does not ex¬ 
ceed comparable rental in the particular 
community. Whenever the total charges 
for service and maintenance in lieu of 
rent in publicly owned buildings (para¬ 
graph (a)(2) of this section), or the 
monthly rental charge based on the cost 
of initial construction or purchase of 
publicly owned buildings (paragraph (a) 
(5) of this section), exceed 75 percent of 
the comparable rental, Federal financial 
participation will be available only upon 
special justification by the State agency. 

§ 401.49 Slate and local funds. 

In order to receive the Federal share of 
expenditures under the State plan, ex¬ 
penditures from State or local funds 
under such plan equal to the State’s 
share must be made. The State’s share 
shall be the difference between the Fed¬ 
eral share (see §§ 401.51 and 401.64) and 
100 per centum. For the purposes of this 
section, “State or local funds” means (a) 
funds made available by appropriation 
directly to the State or local rehabilita¬ 
tion agency, funds made available by al¬ 
lotment or transfer from a general de¬ 
partmental appropriation, or funds 
otherwise made available to the State or 
local rehabilitation agency by any unit 
of State or local government; or (b) con¬ 
tributions by private organizations or 
individuals, which are deposited in the 
account of the State or local rehabilita¬ 
tion agency in accordance with State 
law, for expenditure by, and at the sole 
discretion of, the State or local rehabili¬ 
tation agency: Provided, however. That 
such contributions earmarked for meet¬ 
ing the State’s share of providing par¬ 
ticular services, in serving certain types 
of disabilities, or in providing services for 
special groups identified on the basis of 
criteria which would be acceptable for 
the earmarking of public funds, may 
be deemed to be State funds, if permis¬ 
sible under State law. 

Allotment and Financing 

§ 401.50 Allotment of Federal funds for 
vocational rehabilitation services. 

Section 2 of the act prescribes the fol¬ 
lowing method for determining a State’s 
allotment for vocational rehabilitation 
services for each fiscal year. 

(a) From the sums available for any 
fiscal year for grants to States to assist 
them in meeting the costs of vocational 
rehabilitation services, each State shall 
be entitled to an allotment of an amount 
which bears the same ratio to such sums 
as the product of the population of the 
State and the square of its allotment 
percentage bears to the sum of the cor¬ 
responding products for all the States, 
subject to the adjustments provided in 
paragraphs (b), (c) and (d) of this sec¬ 
tion. 

(1) Subject to the provisions of sub- 
paragraph (3) of this paragraph, the 
“allotment percentage” for any State 
shall be 100 per centum less that per¬ 
centage which bears the same ratio to 50 
per centum as the per capita income of 
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such State bears to the per capita in¬ 
come of the United States (i.e., the 50 
States and the District of Columbia), ex¬ 
cept that the allotment percentage shall 
in no case be more than 75 per centum 
or less than 33 y 3 per centum, and the 
allotment percentage for Puerto Rico, 
the Virgin Islands, and Guam shall be 75 
per centum. 

(2) Subject to the provisions of sub- 
paragraph (3) of this paragraph, the al¬ 
lotment percentages shall be promul¬ 
gated by the Secretary between July 1 
and August 31 of each even-numbered 
year, on the basis of the average of the 
per capita incomes of the States and of 
the United States (i.e., the 50 States and 
the District of Columbia) for the three 
most recent consecutive years for which 
satisfactory data are available from the 
Department of Commerce, and such 
promulgation shall be conclusive for 
each of the two fiscal years in the period 
beginning July 1 next succeeding such 
promulgation. 

(3) The allotment percentage deter¬ 
mined for Alaska in accordance with 
subparagraph (1) of this paragraph for 
the fiscal years 1964 and 1965 shall be in¬ 
creased by 52 per centum and 28 per 
centum, respectively, of the difference 
between such allotment percentage for 
the year involved and 75 per centum. 

(b) (1) The allotment to any State 
for any fiscal year, as computed under 
paragraph (a) of this section, which is 
less than such State’s base allotment, 
shall be increased to the amount of such 
base allotment. 

(2) A State’s base allotment is an 
amount equal to the amount allotted to 
such State for expenditures, under its 
State plan, for the fiscal year ending 
June 30, 1954 (which, in the case of the 
District of Columbia, shall be the amount 
made available to the Secretary in the 
Department of Health, Education, and 
Welfare Appropriation Act for 1954 for 
providing vocational rehabilitation serv¬ 
ices in the District of Columbia), in¬ 
creased by a uniform percentage which, 
if applied to the amounts so allotted to 
all the States, would increase the total 
of such allotments to $23,000,000. This 
percentage is 5.4865771. 

(c) The allotment to any State, as 
computed under paragraph (a) of this 
section for any fiscal year, which is 
greater than such State’s base allotment 
by a percentage in excess of one and one- 
half times the percentage by which the 
sums available for allotments for such 
year exceed $23,000,000, shall be reduced 
by the amount of such excess. 

(d) Sums equal to the reductions ef¬ 
fected under paragraph (c) of this sec¬ 
tion for any fiscal year shall be added 
to the allotments of other States as com¬ 
puted under paragraph (a) of this sec¬ 
tion for such year as follows: (1) The 
allotment of any State as so computed, 
which is less than such State’s base al¬ 
lotment, shall be increased to the amount 
of such base allotment; (2) the remain¬ 
der of such sums shall be used to in¬ 
crease by a uniform percentage the 
allotment of each of the States whose 
allotments were not subject to reduction 
under paragraph (c) of this section, but 


with such adjustments as may be nec¬ 
essary to prevent the allotment of any 
such States from exceeding the ceiling 
established under said paragraph (c) of 
this section. 

(e)(1) Division of allotments: The 
act provides that, in those States where 
there was a separate agency for the blind 
during the fiscal year ending June 30, 
1954, and where there is an agency for 
the blind during each subsequent con¬ 
secutive fiscal year, a portion of such 
State’s allotment equal to its base allot¬ 
ment be divided between the agency for 
the blind and the State agency adminis¬ 
tering or supervising the administration 
of the remainder of the plan in the same 
proportion that the allotment for the 
fiscal year 1954 was divided between such 
agencies. 

(2) With the exception of the fore¬ 
going provision, the division of a State’s 
allotment between the State agency for 
the blind and the State agency admin¬ 
istering or supervising the administra¬ 
tion of the remainder of the plan is a 
matter for State determination. 

(Interpret or apply secs. 11(g), (h), and (i), 
68 Stat. 661, as amended, secs. 24, 47 (a), and 
(d), 73 Stat. 147, 153, secs. 20, 47 (a), (f), 
and (g), 74 Stat. 416-417, 423-424; 29 U.S.C. 
41 (g), (h), and (i)) 

§ 401.50a Additional allotments for fis¬ 
cal year 1964. 

(a) The Department of Health, Edu¬ 
cation, and Welfare Appropriation Act, 
1964, provides that $140,000,000 shall be 
considered the sum available for allot¬ 
ments for vocational rehabilitation serv¬ 
ices under section 2 of the Vocational 
Rehabilitation Act for fiscal year 1964 
(§ 401.50(a)). It also authorizes addi¬ 
tional allotments, not exceeding $550,000 
in the aggregate, for grants under section 
2 of the act for fiscal year 1964 to States 
in which the Federal share (§ 401.51 
(a)) of the costs of rehabilitation serv¬ 
ices under such section exceeds their 
respective allotments from such $140,- 
000,000. 

(b) Such additional allotments shall 
be determined as follows: 

(1) The Commissioner shall, after De¬ 
cember 16, 1963, make an estimate for 
each State of the amount of State or 
local funds (§ 401.49) which will be 
utilized for meeting part of the cost 
of vocational rehabilitation services for 
fiscal year 1964 for purposes of section 
2 of the act, including State or local 
funds, if any, in excess of the amount 
required to earn such State’s allotment 
under the $140,000,000 allotment base. 
The Commissioner may, expressly for 
purposes of such estimate, request the 
States to submit information on antici¬ 
pated expenditures for vocational re¬ 
habilitation services for fiscal year 1964 
and, in making such estimate, the Com¬ 
missioner shall take into consideration 
information on such expenditures furn¬ 
ished by the States and received by the 
Vocational Rehabilitation Administra¬ 
tion on or before December 16, 1963. 

(2) The Commissioner shall then com¬ 
pute for each State the total amount of 
expenditures for vocational rehabilita¬ 
tion services under section 2 of-the act 
of which the total amount of State or 


local funds so estimated (under sub- 
paragraph (1) of this paragraph) would 
constitute the State’s share (§ 401.49), 
and he shall also compute for each State 
the amount of the corresponding Federal 
share of such expenditures. 

(3) An allocation for an additional al¬ 
lotment for grants under section 2 of the 
act for fiscal year 1964 shall be made to 
each State for which the amount of the 
Federal share of expenditures, as com¬ 
puted under subparagraph (2) of this 
paragraph, exceeds the allotment for 
such grants for such State for such year 
determined (as described in § 401.50) on 
the basis of $140,000,000. 

(4) Such allocation for any such State 
shall be in an amount which bears the 
same ratio to $550,000 as the amount of 
the excess of the Federal share of ex¬ 
penditures for such State, referred to 
in subparagraph (3) of this paragraph, 
bears to the sum of such excess amounts 
for all such States. 

(5) Such allocation shall become part 
of the State’s additional allotment, and 
payments may be made therefrom, only 
if the Commissioner is satisfied that 
any available State or local funds will 
first be used to earn allotments under 
section 2 of the act, as determined in 
accordance with § 401.50, and only to 
the extent that such payments corre¬ 
spond to the Federal share of additional 
expenditures chargeable to fiscal year 
1964 which the Commissioner is satisfied 
will be made for vocational rehabilitation 
services under the State plan for pur¬ 
poses of section 2 of the act. If at any 
time the Commissioner is not so satisfied, 
whether because of revisions in State ex¬ 
penditure estimates or otherwise, the 
State’s allocation may be reduced accord¬ 
ingly. Such reduction may be restored 
if the Commissioner is so satisfied before 
the amount representing such reduction 
is used for any subsequent allocation 
pursuant to subparagraph (6) of this 
paragraph. 

(6) From any sums available therefor, 
whether because of reductions in alloca¬ 
tions as provided for in subparagraph 
(5), or otherwise, the Commmissioner 
may make subsequent allocations at such 
time or times prior to July 1, 1964, ana 
on the basis of such information, as ne 
may deem appropriate. Such subsequen 
allocations shall be made only to State 
(whether or not the State has receive 
any prior allocation) which the com¬ 
missioner is satisfied will earn their reg¬ 
ular allotments under section 2 (§ 401.a> 
of the act, plus their total existing a - 
locations, if any, pursuant to this pa " 
graph. The amount of any such su- 
sequent allocation for any such 
shall be determined in accordance wit 
the principles utilized in subparagraph 
(1)—(4) of this paragraph. Any su 
sequent allocation made pursuant to 
subparagraph shall be added to 
State’s existing allocation, if any, 
shall be subject to the provisions o 


paragraph (5). h 

(7) The allocation, if any, foi e 
State at the close of fiscal year ’ 
shall constitute the State’s ad i 
allotment for vocational rehabi 
services for such fiscal year. 
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(c) The provisions of §§ 401.50-401.55, 
insofar as they relate to allotments for 
vocational rehabilitation services under 
section 2 of the act and are not incon¬ 
sistent with the provisions of this sec¬ 
tion, shall be applicable to allocations 
and additional allotments under this 
section. 

(Title n, 77 Stat. 232) 


§ 401.51 Payments from allotments. 

From the sums allotted pursuant to 
§ 401.50, the Commissioner shall pay to 
each State which has an approved plan 
for vocational rehabilitation an amount 
equal to the Federal share of the cost 
of vocational rehabilitation services un¬ 
der such plan, including the cost of ad¬ 
ministration of the plan. The Federal 
share for any State shall be 100 per 
centum less that percentage which 
bears the same ratio to 40 per centum 
as the per capita income of such 
State bears to the per capita income 
of the United States (i.e., the 50 States 
and the District of Columbia), except 
that the Federal share shall in no case 
be more than 70 per centum or less than 
50 per centum, and the Federal share 
for Puerto Rico, the Virgin Islands and 
Guam shall be 70 per centum. In com¬ 
puting the Federal share of a State for 
a year, the Commissioner shall use the 
same figures for per capita incomes of 
the States and of the United States as 
were used in computing the allotment 
percentage of such State for such year. 
(Interpret or apply secs. 11 (g), (h), and (i), 
68 Stat. 661, as amended, secs. 24, 47 (a), and 
(d), 73 Stat. 147, 153, secs. 20, 47 (a), (f), and 
(g). 74 Stat. 416-417, 423-424; 29 U.S.C. 41 
(g)» (h), and (1) ) 


§ 401.52 Method of computing and 
making payments. 

The method of computing and paying 
grants for vocational rehabilitation serv¬ 
ices pursuant to section 2 of the act, and 
for extension and improvement projects 
under section 3 of the act, shall be as 
follows: 

(a) Estimates. The Commissioner 
shall, prior to each fiscal quarter or other 
Period prescribed by him, estimate the 
amount to be paid each State from its 
allotment for vocational rehabilitation 
semces and its allotment for extension 
Mid improvement projects. This esti¬ 
mate will be based on such records of the 
and inform ation furnished by it, 
na such other investigation, as the 
commissioner may find necessary. 

Payments. The Commissioner 
thpr f Pay ’ from aU otment available 
him* so estimated by 

siiol f0r sucb P eri od. In making any 
traM Payment ’ such Editions and sub- 
ractioHs will be made as the State’s ac- 

15 for a f ly Prior period and audit 
baW; indicat e as necessary in 
anv 22 ? tbe Fe deral-State account for 
b e ma , pnor Period. Payments shall 
the rf 6 pr , 10r aud it or settlement by 
marip 4 ? eral Recounting Office, shall be 

the Treasi^ h ^ he disbursing facilities of 
made department, and shall be 

missionp^ 0 * 1 ins tallments as the Com¬ 
moner may determine. 

(a) *^ ect of payments. 

Plan nnr o~ er the a PProval of the State 
nor any payment to the State pur¬ 


suant thereto shall be deemed to waive 
the right or duty of the Secretary or 
Commissioner to withhold funds by 
reason of the failure of the State to ob¬ 
serve, before or after such administrative 
action, any requirement of the act or of 
this part. 

(b) The final amount to be paid for 
any period is determinable on the basis 
of expenditures under the State plan for 
authorized purposes with respect to 
which Federal financial participation is 
authorized. The State assumes absolute 
responsibility for the initial application 
of Federal funds to authorized plan pur¬ 
poses. The State will be required to 
make transfers and adjustments to dis¬ 
charge its accountability to the Federal 
Government. 

§401.54 Interest and refunds. 

Interest earned on grants made under 
the act shall be duly credited to the prin¬ 
cipal of the grant. All such earnings of 
interest shall be duly reported. Any 
amount refunded or repaid to the State 
shall be credited to the Federal account 
in proportion to the Federal participa¬ 
tion in the expenditures by reason of 
which such refunds or repayments were 
made, and such sums shall be considered 
as granted from the State’s allotment. 

§ 401.55 Determining to which fiscal 
year an expenditure is chargeable. 

In determining to which Federal fiscal 
year expenditures are chargeable for the 
purpose of earning the State’s allotment 
under section 2 or section 3 of the act, 
State laws and regulations for determin¬ 
ing to which State fiscal year an expendi¬ 
ture is chargeable will be followed. In 
those States which appropriate funds for 
a biennium and do not distinguish be¬ 
tween the separate fiscal years of the 
biennium, the State laws and regulations 
for determining to which biennium an 
expenditure should be charged will be ap¬ 
plied in determining to which Federal 
fiscal year an expenditure is properly 
chargeable. In those States where the 
State fiscal year does not coincide with 
the Federal fiscal year, State laws and 
regulations for determining to which 
State fiscal year an expenditure is 
chargeable will be applied to the Federal 
fiscal year. ) 

Subpart C—Grants to States for Ex¬ 
tension and Improvement Projects 

§ 401.60 General requirements. 

Under the authority of section 3 of the 
act, States providing vocational rehabili¬ 
tation services under an approved State 
plan may receive grants to assist them 
in initiating projects for the extension 
and improvement of such vocational re¬ 
habilitation services by meeting the re¬ 
quirements hereinafter set forth. Each 
such project for which a State desires 
such assistance must be approved by the 
Commissioner, and the necessary condi¬ 
tions for such approval are as follows: 
(a) The extension and improvement 
project undertaken by the State agency 
must be an organized plan of identifiable 
activities to extend or improve the pro¬ 
vision of vocational rehabilitation serv¬ 
ices, over and above those vocational 


rehabilitation services currently being 
provided; (b) the project activity or ac¬ 
tivities must already be included within 
the scope of the State’s approved plan, 
or such plan must be amended to include 
them. The Commissioner shall approve 
any project which meets the foregoing 
requirements, and which he finds con¬ 
stitutes, or will contribute materially to, 
an extension or improvement of voca¬ 
tional rehabilitation services under the 
State plan. 

§ 401.61 Project submittal. 

An extension and improvement project 
may be submitted for approval at any 
time to the Vocational Rehabilitation 
Administration. The project must be 
submitted by a duly authorized officer of 
the State agency, in such form as the 
Commissioner may prescribe. Each 
project submitted shall (a) describe the 
specific activities to be undertaken, 
showing how they constitute or will con¬ 
tribute to an extension or improvement 
of current vocational rehabilitation serv¬ 
ices; (b) specify the duration of the 
project; (c) set forth the budget for the 
project and the method for meeting 
costs; and (d) provide such other infor¬ 
mation as the Commissioner may find 
necessary to insure that the project 
meets the requirements for approval 
hereinbefore set forth. With respect to 
extension and improvement projects, it 
is further provided that the State agency 
shall maintain such accounts and sup¬ 
porting documents as will permit the 
making of an accurate and expeditious 
examination at any time of the disposi¬ 
tion and status of the Federal grants, 
and will submit and verify such other 
reports as the Commissioner may from 
time-to-time reasonably require. 

§401.62 Project amendments. 

An amendment to an approved project 
for extension and improvement shall be 
submitted whenever necessary to reflect 
any material change in the scope of the 
project or in its operation and adminis¬ 
tration. If for any reason an approved 
project is discontinued, the State agency 
shall notify the Vocational Rehabilita¬ 
tion Administration, giving the reasons 
for termination, an accounting of funds 
granted for the project, and other perti¬ 
nent information. 

§ 401.63 Allotment of Federal funds for 
extension and improvement projects. 

Section 3 of the act provides that, from 
the sums available for any fiscal year for 
grants to States to assist them in initiat¬ 
ing projects for the extension and im¬ 
provement of vocational rehabilitation 
services, each State shall be entitled to 
an allotment of an amount which bears 
the same ratio to such sums as the popu¬ 
lation of such State bears to the popula¬ 
tion of all the States. The act further 
provides that the allotment to any State 
for any fiscal year which is less than 
$5,000 (or such other amount as may be 
specified as a minimum allotment in the 
act appropriating such sums for such 
year) shall be increased to that amount, 
the total of the increases thereby re¬ 
quired being derived by proportionately 
reducing the allotments to each of the 
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remaining States, but with such adjust¬ 
ments as may be necessary to prevent 
the allotment of any of such remaining 
States from being thereby reduced to less 
than that amount. 

§ 401.64 Payments from allotments. 

(a) From the sums allotted pursuant 
to § 401.63, the Commissioner shall pay 
to each State, with respect to any ap¬ 
proved extension and improvement proj¬ 
ect, an amount equal to 75 per centum of 
the cost of such project (including its ad¬ 
ministration) , except that, at the request 
of the State, such payment may be less 
than such percentage of the cost of such 
project. 

(b) Payments under this section with 
respect to any project may be made for 
a period not exceeding three years, be¬ 
ginning with the commencement of the 
first fiscal year for which any payment 
is made for such project under para¬ 
graph (a) of this section. If any ap¬ 
proved extension and improvement 
project extends beyond such three-year 
period, payments may continue to be 
made with respect to such projects in 
accordance with the provisions of section 
2 of the act and § 401.51. 

(c) For purposes of determining the 
commencement of Federal participation 
in any extension and improvement proj¬ 
ect under section 3 of the act, the effec¬ 
tive date for the commencement of such 
project shall be the date of its submis¬ 
sion for approval (or a later date, at the 
request of the State). 

(d) No payment shall be made from 
an allotment under section 3 of the act 
with respect to any cost of an extension 
and improvement project for which pay¬ 
ment has been made under section 2 or 
section 4 of the act. 

§ 401.65 Method of computing and 
making payments. 

The method of computing and paying 
amounts pursuant to § 401.64 shall be in 
accordance with the provisions of 
§ 401.52. 

Subpart D—Grants for Special 
Projects 

Projects Under Section 4(a) (1) of the 
Act 

§ 401.66 Purpose. 

Special project grants authorized in 
section 4(a) (1) of the act shall be made 
for the purpose of paying part of the cost 
of organized, identifiable activities which 
are undertaken to seek solutions to voca¬ 
tional rehabilitation problems common 
to all or several States, or to contribute 
to the development of more effective vo¬ 
cational rehabilitation services in all or 
several States. Types of projects for 
which such grants may be made are: (a) 
Research in vocational rehabilitation; 
(b) demonstration programs in rehabili¬ 
tation; (c) training, including profes¬ 
sional education of personnel in all fields 
or disciplines which contribute to voca¬ 
tional rehabilitation, through provision 
of training, teaching or traineeship 
grants; and (d) establishment of special 
rehabilitation facilities or services meet¬ 
ing the purpose specified in section 
4(a) (1) of the act. 


§ 401.67 Applications. 

Applications for special project grants 
may be made at any time by State voca¬ 
tional rehabilitation agencies and by 
other public or nonprofit agencies and 
institutions, including universities and 
other educational institutions. Applica¬ 
tions shall be made in the form and 
detail required by the Commissioner. 
The project application shall cover (a) a 
statement of the purpose of the project; 
(b) designation of an individual as direc- 
tor-in-charge; (c) a description of the 
nature and scope of the activities to be 
undertaken and methods to be used in 
accomplishing the purpose; (d) a pro¬ 
posed budget; (e) an agreement to safe¬ 
guard personal information pertaining to 
individuals served or studied under the 
project; and (f) an agreement to make 
such reports and to keep such records 
and accounts, including property and 
financial controls, as the Commissioner 
may require, and to make such records 
available for audit purposes. 

§ 401.68 Federal financial participation. 

Federal financial participation will 
be available for the following types of 
expenditures under projects approved by 
the Commissioner: (a) Salaries, cost of 
travel and related expenses of project 
personnel, (b) necessary supplies, equip¬ 
ment, and related expenses, (c) purchase 
or provision of vocational rehabilitation 
services to individuals served by the proj¬ 
ect, and (d) costs of administration and 
other indirect costs of the project, sub¬ 
ject to such limitations as the Commis¬ 
sioner may establish. Expenditures under 
the project shall be in connection with 
the conduct of the project as approved. 
Federal funds may not be used to pro¬ 
vide training to any individual in any 
one course of study extending for more 
than two years, except that, in the case 
of a course of study in physical medicine 
and/ rehabilitation, such course of study 
may not extend for more than three 
years. 

§ 401.69 Approval of Slate agency. 

The approval of the appropriate State 
vocational rehabilitation agency shall be 
secured by the applicant, if other than 
the State agency, for any special project 
which involves either direct services to 
handicapped individuals or the establish¬ 
ment of facilities which will render direct 
services to handicapped individuals of 
that State. 

§ 401.70 Duration of project. 

The project shall remain in effect for 
the period specified in the notice of 
approval or until otherwise terminated 
in accordance with this part. 

§ 401.71 Payments. 

Payments of the Federal share of the 
special project shall be made in advance 
for estimated costs of operating the 
project, or as reimbursement to the 
grantee for services performed or pur¬ 
chases made, according to the method 
of payment best suited to the type of 
project activity. No payments made un¬ 
der section 4 of the act shall duplicate 
payments made under section 2 or sec¬ 
tion 3 of the act. 


§ 401.72 Revisions. 

A project grantee shall request that 
the project be revised whenever the ap¬ 
proved plan of operation or method of 
financing is materially changed. Revi¬ 
sions originating with the grantee shall 
be submitted in writing and reviewed as 
a new project application. Project revi¬ 
sions may be initiated by the Commis¬ 
sioner if, on the basis of reports, it ap¬ 
pears that Federal funds are not being 
used effectively, or if changes are made 
in Federal appropriations, laws, regula¬ 
tions, or policies governing special 
projects. 

§ 401.73 Termination. 

The Commissioner may exercise discre¬ 
tion in discontinuing any special project 
grant, provided that he finds that the 
grantee has failed to comply with any 
agreement or to carry out the project 
in accordance with the approved appli¬ 
cation, or that any project reports are 
incorrect or incomplete in any material 
respect. 

§ 401.74 Publications. 

Grantees may publish results of any 
special projects without prior review by 
the Vocational Rehabilitation Adminis¬ 
tration, provided that their published 
papers carry a footnote acknowledging 
assistance received under the special 
project grant, and that copies of the pub¬ 
lication are furnished to the Vocational 
Rehabilitation Administration. 


§ 401.75 Patent and copyright policy. 

If any patentable discoveries or inven¬ 
tions are made in the course of the work 
aided by a special project grant, the 
grantee shall refer to the Vocational Re¬ 
habilitation Administration the question 
of whether such patentable discoveries 
or inventions shall be patented and the 
manner of obtaining and disposing of the 
proposed patents in order to protect the 
public interest. Where a grant is made 
without condition and a book or other 
material is privately w published, the 
author is free to copyright the work ana 
to make such arrangements with his 
publisher as if the Government had not 
contributed support to the project. 

Subpart E—National Advisory Council 
On Vocational Rehabilitation 

§ 401.78 National Advisory Council on 
Vocational Rehabilitation. 

(a) Awointment and composition . 

The National Advisory Council on voca¬ 
tional Rehabilitation shall consist of 
Secretary (or his designee) as Chairm * 
and twelve members appointed by 
Secretary without regard to civil sei 
laws. The twelve appointed members 
shall be leaders in fields concerned 
vocational rehabilitation or in P 
affairs, and six of such twelve shaJ d 
selected from leading medical, e 
tional, or scientific authorities w 
outstanding for their work m the 
tional rehabilitation of handicapp 
dividuals. Three of the twelve &PP hem „ 
members shall be persons who a- 
selves physically handicapped. ted 

(b) Term of office. Each apP 

rvumcil shall hold o 
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for a term of four years, except that any 
member appointed to fill a vacancy oc¬ 
curring prior to the expiration of the 
term for which his predecessor is ap¬ 
pointed shall be appointed for the re¬ 
mainder of such term; and except that, 
of the members first appointed, three 
shall hold office for a term of three years, 
three shall hold office for a term of two 
years, and three shall hold office for a 
term of one year, as designated by the 
Secretary at the time of appointment. 
None of such twelve members shall be 
eligible for reappointment until a year 
has elapsed after the end of his preceding 
term. 

(c) Duties. The Council is author¬ 
ized to review applications for special 
projects submitted under section 4 of the 
act and recommend for grants any such 
projects, or any projects initiated by it, 
which it believes show promise of making 
valuable contributions to the vocational 
rehabilitation of physically handicapped 
individuals. The Secretary is author¬ 
ized to utilize the services of any member 
or members of the Council in connection 
with matters relating to the administra¬ 
tion of section 4 of the act for such pe¬ 
riods in addition to conference periods, 
as he may determine. 

(d) Per diem payments. Appointed 
members of the Council, while attending 
meetings of the Council or while other¬ 
wise serving at the request of the 
Secretary, shall be entitled to receive 
compensation at a rate to be fixed by the 
Secretary, but not exceeding $50 per 
diem, and shall also be entitled to receive 
an allowance for actual and necessary 
traveling and subsistence expenses while 
so serving away from their places of resi¬ 
dence. 

(e) Report to Congress . The Secre¬ 
tary shall transmit to the Congress an¬ 
nually a report concerning the special 
Projects initiated under section 4 of the 
act, the recommendations of the Nation- 
al Advisory Council on Vocational Reha¬ 
bilitation, and any action taken with 
respect to such recommendations. 


Subpart F— Training and Research 

§ 401.80 Training and instruction. 


Under the authority of section 7 of the 
- j Commissioner is authorized to 
Provide short-term training and instruc- 
wm to teehiiiea 1 matters relating to vo- 
ational rehabilitation services for the 
2 s . e of increasing the number and 
St te 2, Ce . of Professional personnel 
Sll - h eri J ed . with providing such services. 
inriilria tr fu lning and instruction shall 
nanr ~ e ? s tablishment and mainte- 
Wm/ f tramee ? hi Ps and research fel- 
to P rovide financial assistance 

teclS?r!j dUals ^ ho are (a) Pursuing 
coS al n °/" her s P eci alized training 
search * b) securin £ advanced re- 
Pendent t rl mng 0r carr y in S out inde- 
Problems or methods!* rehabilitation 


§ 401.81 


Traineeship Awards 
Benefits. 


a u lp awards shall include i 
the tramee rinrt d meet living costs 

cording . d ^ uing training, payable i 
8 10 ^ methods, intervals, a 


rates established by the Commissioner; 
and (b) upon request of the trainee and 
approval of the Commissioner, costs of 
travel and necessary per diem allowance 
in lieu of subsistence in connection with 
the training course, in conformity with 
the Standard Government Travel Regu¬ 
lations. 

§ 401.82 Eligibility requirements. 

A candidate for a traineeship award 
shall meet the requirements established 
by the Commissioner, including; 

(a) The candidate shall have filed an 
application in the form and manner pre¬ 
scribed by the Commissioner and have 
supplied all pertinent information re¬ 
quested ; 

(b) He shall have been accepted by an 
educational institution for admission to 
a course of study meeting the standards 
established by the Commissioner with 
respect to rehabilitation training; 

(c) He shall be a citizen of the United 
States, or shall have been lawfully ad¬ 
mitted for permanent residence to the 
United States; 

(d) He shall have taken and sub¬ 
scribed to an oath or affirmation in the 
following form; “I do solemnly swear 
(or affirm) that I bear true faith and 
allegiance to the United States of 
America and will support and defend the 
Constitution and laws of the United 
States against all its enemies, foreign 
and domestic;” 

(e) He shall not receive other Federal 
educational benefits during the period of 
the Vocational Rehabilitation Adminis¬ 
tration traineeship; and 

(f) He shall meet any other require¬ 
ments set by the Commissioner as neces¬ 
sary to carry out the purposes of this 
section of the act. 

§ 401.83 Conditions. 

(a) Training shall be carried out only 
at the educational institution or agency 
designated by the Commissioner in the 
traineeship award. A change of the 
training institution shall be made by the 
trainee only with the consent of the 
Commissioner. 

(b) Individuals receiving traineeship 
awards shall not be required to perform 
any services for the Vocational Rehabili¬ 
tation Administration. 

(c) The Vocational Rehabilitation Ad¬ 
ministration assumes no responsibility 
for employing or placing an individual 
awarded a traineeship grant, and a 
trainee is free to seek employment of 
his own choice upon conclusion of train¬ 
ing supported by the grant. 

(d) Any publication resulting from 
work accomplished by virtue of the 
traineeship award shall include an ac¬ 
knowledgment of the award, and copies 
of such publication shall be furnished 
to the Vocational Rehabilitation Ad¬ 
ministration. 

§ 401.84 Duration. 

A traineeship award shall extend for 
one academic year, unless a shorter 
period is specified in the award. The 
Commissioner may extend or renew an 
award upon application: Provided that 
no training or instruction shall be pro¬ 
vided to any individual for any one 


course of study (other than a course of 
study in physical medicine and rehabili¬ 
tation) for a period longer than two 
years, or for a course of study in physical 
medicine and rehabilitation for a period 
longer than three years. 

§ 401.85 Payment. 

Payment of traineeships shall be made 
according to methods and in amounts 
established by the Commissioner. 

§ 401.86 Termination. 

The Commissioner may terminate any 
traineeship prior to the date it would 
otherwise expire, either on request of the 
trainee or because of unsatisfactory per¬ 
formance, unfitness, or inability to carry 
out the purpose of the traineeship. 

Research Fellowships 
§ 401.87 Benefits. 

Research fellowship awards shall in¬ 
clude: 

(a) Amounts to defray the individual’s 
living costs, at rates fixed by the Com¬ 
missioner; 

(b) Actual tuition costs and related 
fees, payable directly to the educational 
institution or facility; 

(c) Vacation or other leave in accord¬ 
ance with the custom of the institution 
at which the fellow is working, but not in 
excess of one month per year; and 

(d) Transportation and related ex¬ 
penses, in accordance with the Standard 
Government Travel Regulations, for 
travel to the location of the fellowship 
and travel required to carry out the pur¬ 
poses of the fellowship, including attend¬ 
ance at meetings. Such travel allow¬ 
ance shall not include expenses of trans¬ 
porting dependents or shipping charges 
for personal effects or household goods. 

§ 401.88 Eligibility requirements. 

A candidate for a fellowship shall meet 
the qualifications established by the 
Commissioner for carrying out the pur¬ 
pose of research fellowships, including: 

(a) The individual shall have filed an 
application in the form and manner pre¬ 
scribed by the Commissioner, and shall 
have supplied pertinent information with 
respect to his scholastic and other quali¬ 
fications and personal fitness for the 
proposed work; 

(b) He shall be a citizen of the United 
States or shall have been lawfully ad¬ 
mitted for permanent residence to the 
United States; 

(c) He shall not be receiving other 
Federal educational benefits during the 
period of the Vocational Rehabilitation 
Administration fellowship; and 

(d) He shall have taken and sub¬ 
scribed to an oath or affirmation in the 
following form: “I do solemnly swear (or 
affirm) that I bear true faith and alle¬ 
giance to the United States of America 
and will support and defend the Con¬ 
stitution and laws of the United States 
against all its enemies, foreign and 
domestic.” 

§ 401.88a. Denials or terminations in the 
best interests of the United States. 

Whenever with respect to an applicant 
for, or a recipient of, a research fellow¬ 
ship who otherwise meets the qualifica- 
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tions for such fellowship there is sub¬ 
stantial reason to believe that the fel¬ 
lowship should be denied or terminated 
on grounds that: 

(a) The oath or affirmation as re¬ 
quired by § 401.88(d) was not taken in 
good faith, or 

(b) The applicant or fellow has en¬ 
gaged in such criminal or other conduct 
as reflects seriously and adversely on his 
moral character, 

the Commissioner shall so notify such 
applicant or fellow and inform him that, 
unless a request for a review is made 
within 20 days of the mailing of such 
notice, his application or request for re¬ 
newal will be denied or his fellowship 
terminated. Any such request for re¬ 
view shall be promptly submitted by the 
Commissioner to the Chairman of the 
Departmental Fellowship Review Panel 
for further proceedings in accordance 
with the regulations of the Secretary 
providing for such review. (Part 10 of 
this title.) 

§ 401.89 Conditions. 

Research under a rehabilitation re¬ 
search fellowship shall be carried out 
only at the educational institution or 
facility specified in the award. All pub¬ 
lications resulting from work carried on 
under a Vocational Rehabilitation Ad¬ 
ministration research fellowship shall 
carry appropriate acknowledgment of the 
award, and copies of such publications 
shall be furnished to the Vocational Re¬ 
habilitation Administration. 

§ 401.90 Duration. 

A research fellowship may be awarded 
for varying periods, such as for a school 
year, and may be subject to extension or 
renewal by the Commissioner; provided 
that no research fellowship shall be 
awarded to any individual for any one 
course of study for a period longer than 
two years. 

§ 401.91 Payment. 

Payment of fellowship awards shall be 
made according to methods and rates es¬ 
tablished by the Commissioner. 

§ 401.92 Termination. 

The Commissioner may terminate a re¬ 
search fellowship appointment before its 
expiration date at the request of the 
fellow or because of unsatisfactory per¬ 
formance, unfitness, or inability to carry 
out the purposes of the award. 


PART 403—VENDING STAND PRO¬ 
GRAM FOR THE BLIND ON FEDERAL 
AND OTHER PROPERTY 

Sec. 

403.1 Terms. 

403.2 Application for designation as li¬ 

censing agency; general. 

403.3 Application for designation as li¬ 

censing agency; contents. 

403.4 Rules and regulations of licensing 

agency; general. 

403 S Rules and regulations; ownership by 
operators. 

403.6 Rules and regulations; issuance and 

conditions of licenses. 

403.7 Rules and regulations; hearings. 

403.8 Rules and regulations; set aside of 

funds. 


Sec. 

403.9 Use of servicing arrangement. 

403.10 Agreements with State vocational re¬ 

habilitation agencies. 

403.11 Approval of application for designa¬ 

tion as licensing agency. 

403.12 Permit for establishment of vending 

stands. 

403.13 Maintenance and repair of vending 

stands. 

403.14 Revocation of designation as licens¬ 

ing agency. 

403.15 Revocation of designation as licens¬ 

ing agency; procedures. 

403.16 Revocation of designation as licens¬ 

ing agencies; effect. 

Authority: §§403.1 to 403.16 issued under 
sec. 2, 49 Stat. 1559, as amended; 20 U.S.C. 
107a. 

§ 403.1 Terms. 

Unless otherwise indicated in this part, 
the terms below are defined as follows: 

(a) “Act” means the Randolph-Shep- 
pard Vending Stand Act (Public Law 
732, 74th Congress, 49 Stat. 1559, 
as amended by section 4 of Public Law 
565, 83d Congress, 68 Stat. 663; 20 U.S.C. 
107, chapter 6A). 

(b) “Secretary” means the Secretary 
of Health, Education, and Welfare. 

(c) “Commissioner” means the Com¬ 
missioner of Vocational Rehabilitation 
in the Department of Health, Education, 
and Welfare. 

(d) “Licensing agency” means the 
State agency designated by the Com¬ 
missioner pursuant to the act and this 
part, to issue licenses to blind persons 
for the operation of vending stands on 
Federal and other property. 

(e) “Commission for the Blind” 
means a State agency which provides 
services exclusively for the blind and 
other visually handicapped individuals. 

(f) “Program” means all the activi¬ 
ties of the licensing agency, pursuant to 
the act and this part, related to vending 
stands on Federal and other property. 

(g) “Federal property” means any 
building, land, or other real property, 
owned, leased, or occupied by any de¬ 
partment or agency of the United States 
or any instrumentality wholly owned by 
the United States, or by any department 
or agency of the District of Columbia or 
any Territory or possession of the United 
States. 

(h) “Other property” means property 
which is not Federal property and on 
which vending stands are established or 
operated by the use of any funds derived 
in whole or in part, directly or indirectly, 
from the operation of vending stands on 
any Federal property. 

(i) “License” means a written instru¬ 
ment issued by the licensing agency to 
a blind person, pursuant to the act and 
this part, authorizing such person to 
operate a vending stand on Federal or 
other property. 

(j) “Operator” means a blind person 
licensed to operate a vending stand on 
Federal or other property under the act. 

(k) “Permit” means the official au¬ 
thorization given a licensing agency by 
a department or agency in control of the 
maintenance, operation, and protection 
of Federal property, or person in control 
of other property, whereby the licensing 
agency is authorized to establish a vend¬ 
ing stand. 


(l) “Vocational Rehabilitation Act” 
means that act (sec. 2, Public Law 565, 
83d Cong.), as amended (29 U.S.C. ch 
4). 

(m) “Vocational rehabilitation serv¬ 
ices” means those services necessary to 
render a blind person fit to engage in 
remunerative employment. 

(n) “State Vocational Rehabilitation 
Agency” means that agency in the State 
providing vocational rehabilitation serv¬ 
ices to the blind as the sole State agency 
under a State plan approved pursuant 
to the provisions of the Vocational Re¬ 
habilitation Act. 

(o) “Vending stand” means: 

(1) Such shelters, counters, shelving, 
display and wall cases, refrigerating ap¬ 
paratus, and other appropriate auxiliary 
equipment as are necessary for the vend¬ 
ing of such articles as may be approved 
by the licensing agency and the Federal 
department or agency having control of 
the maintenance, operation, and protec¬ 
tion of Federal property or person in 
the control of other property; and 

(2) Manual or coin-operated vending 
machines or similar devices for vending 
such articles. 

(p) “Blind person” means a person 
having not more than 10 per centum 
visual acuity in the better eye with cor¬ 
rection. This means a person who has 

(1) Not more than 20/200 central 
visual acuity in the better eye after cor¬ 
rection; or 

(2) An equally disabling loss of the 
visual field—i.e., a limitation in the fields 
of vision such that the widest diameter 
of the visual field subtends an angle no 
greater than twenty degrees. Such 
blindness shall be certified by a duly 
licensed ophthalmologist. 

(q) “State” means a State, Territory, 
or possession, or the District of Columbia. 


§ 403.2 Application for designation as 
licensing agency; general. 

(a) Applications for designation as 
licensing agency may be submitted by a 
State Commission for the Blind or, i n 
any State where there is no such Com¬ 
mission, by some other public agency o 
that State. Effective August 3, 1W, 
in any State having an approved plan 
for vocational rehabilitation pursuant t 
the Vocational Rehabilitation Act, only 
the sole agency designated pursuant 
section 5(a)(1) of such act with respect 
to vocational rehabilitation of the b 
may be the State licensing agency. 

(b) The application shall: 

(1) Be submitted in writing to t» 
Commissioner; 

(2) Be approved by the chief execu 

tive of the State; and mature 

(3) Be transmitted over the ^ 

of the executive officer of the 
agency making application. 

§ 403.3 Application for designation as 
licensing agency; contents. 

The application shall indicate. 

(a) The licensing agency s legal _ 
thority to perform the functio the 
sary for the administration _ ^ 

program, including its authority 
regulations to govern the P 1 * 0 ® 1 * f 
would have the force and enea 
within tho Rtatp and that such i » 
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tions will be issued in accordance with 
the provisions of State law. 

(b) The licensing agency’s organiza¬ 
tion for carrying out the program, in¬ 
cluding, where the licensing agency and 
the State vocational rehabilitation 
agency are the same, the methods of 
coordinating the two programs. 

(c) The broad policies and standards 
to be employed in the selection of suit¬ 
able locations for vending stands. 

(d) The policies to be followed in 
making suitable vending stand equip¬ 
ment and adequate initial stocks of mer¬ 
chandise available and the sources of 
funds to be used therefor. 

(e) The sources of funds for the man¬ 
agement of the program and the amounts 
of funds, if any, to be set aside from the 
proceeds of the operation of vending 
stands. 

(f) The policies and standards gov¬ 
erning the relationship of the licensing 
agency to the operators, including their 
selection, duties, supervision, transfer, 
and financial participation. 

(g) The methods to be followed in 
providing suitable training to blind per¬ 
sons selected for licensing under the 
program. 

(h) The arrangements made or con¬ 
templated, if any, for the utilization of 
the services of any agency or organiza¬ 
tion; the agreements therefor and the 
services to be provided; the procedures 
for the supervision and control of the 
services provided by such agency or or¬ 
ganization and methods used in evaluat¬ 
ing services received, the basis for re¬ 
muneration, and the fiscal controls and 
accounting procedures. 

(i) The arrangements made or con¬ 
templated, if any, for the vesting in ac¬ 
cordance with the laws of the State, of 
the right, title to, and interest in vend¬ 
ing stand equipment or stock (including 
vending machines) used in the program 
in a nominee of the licensing agency to 
hold such right, title to, and interest for 
program purposes. 

(j) That the designated State licens¬ 
ing agency will: 

(1) Cooperate with the Commissioner 
m carrying out the purpose of the act; 

,, Ta . ke , effec tive action, including 
jne termination of licenses, to carry out 
lull responsibility for the management 
and operation of each vending stand in 
tokr r ^ gram ’ * n accordance with its es- 
and regulations, this part, 
thepenn^ 11118 anC * cond ^ions governing 

(3) Submit promptly to the Commis- 
Wo? r a of any changes in the 

iff rl,f Utho ? ty of the Sensing agency, 

J? les a ^ d regulations, and any other 

mion- S WhiCh f ° rm a part of the appli " 

to hi £ ^ i . r ? ten( ^ s set aside, or cause 
of aside > funds from the proceeds 

tain a n£ era ^ on of vendin S stands, ob- 
^termination by the Com- 

do not the funds to be set aside 

( r^ ® xce f d a reasonable amount; 

its niiPc Urn lfk eacl1 °P er ator a copy of 
tion of regula tions and a descrip- 
services o!L a ?*l ngernente for providing 
sure that ad equate steps to as- 

Provision^f* 1 op ? rator understands the 
Sions of such documents and the 
No. 248-3 


provisions of the permit and any agree¬ 
ments under which he operates, as evi¬ 
denced by his signed statements; and 

(6) Make such reports in such form 
and containing such information as the 
Commissioner may from time to time 
require and comply with such provisions 
as the Commissioner may from time to 
time find necessary to assure the correct¬ 
ness and verification of such reports. 

§ 403.4 Rules and regulations of licens¬ 
ing agency; general. 

(a) The State agency shall submit 
with its application rules and regula¬ 
tions which it has issued or proposes 
to promulgate immediately upon ap¬ 
proval of its application. In the event 
proposed rules and regulations are 
submitted, the licensing agency shall 
within a reasonable time after the ap¬ 
proval of its application, submit a copy 
of the promulgated regulations. Such 
rules and regulations shall contain ade¬ 
quate provisions to enable the licens¬ 
ing agency to carry out its responsibili¬ 
ties under the act and this part, and 
to assure the conduct of the program 
and the operation of each vending stand 
in accordance with the act, this part, 
and the regulations and conditions of 
the departments and agencies in control 
of the maintenance, operation, and pro¬ 
tection of Federal property, including 
the conditions contained in the permits, 
as well as all applicable State laws, local 
ordinances and regulations. 

(b) Such rules and regulations and 
amendments thereto shall be filed or 
published in accordance with State law. 

(c) Such rules and regulations shall 
include provisions adequate to insure 
that the right, title to, and interest in 
each vending stand used in the program 
and the stock will be vested in accord¬ 
ance with the laws of the State in only 
the following: 

(1) The licensing agency; 

(2) Its nominee, subject to the condi¬ 
tions specified in § 403.9(b); and 

(3) The operator. 

The decision whether title may be 
vested in the operator rests with each 
State. 

(d) Notwithstanding the provisions of 
paragraph (c) of this section, any right, 
title to or interest which existed on June 
30, 1955, in stock, may continue so long 
as: 

(1) The interest is with respect to the 
stock of a stand established under the 
program prior to July 1, 1955, and 

(2) The operator was licensed in the 
program (whether or not for the oper¬ 
ation of the vending stand in question) 
prior to July 1, 1955. 

§ 403.5 Rules and regulations; owner¬ 
ship by operators. 

If a State decides that title may be 
vested in the operator, the rules and 
regulations shall specify: 

(a) That a written agreement shall be 
entered into with each operator who is 
to have such ownership, such agreement 
containing in full the terms and condi¬ 
tions governing such ownership in ac¬ 
cordance with criteria in the State 
agency’s regulations, any applicable Fed¬ 
eral regulations and the terms and con¬ 
ditions of the permit. 


(b) Reasonable criteria to govern the 
determination as to the circumstances 
under which title may be so vested. 
Such criteria shall contain reasonable 
provisions to enable an operator to pur¬ 
chase vending stand equipment. No in¬ 
dividual may be denied the opportunity 
to become an operator because of his in¬ 
ability to purchase the vending stand 
equipment or the initial stock. 

(c) Whether the operator-owner or 
licensing agency shall be required to 
maintain the vending stand in good re¬ 
pair and in an attractive condition 
and replace worn-out or obsolete equip¬ 
ment; and if the former, provide that 
upon his failure to do so, the licensing 
agency may make or cause to be made, 
the necessary maintenance, replacement 
or repairs and make equitable arrange¬ 
ments for reimbursement. 

(d) That where the operator owns 
such equipment and is required to main¬ 
tain the vending stand in good repair and 
in an attractive condition and replace 
worn-out or obsolete equipment or agrees 
to purchase additional new equipment, 
service charges for such purposes shall 
be equitably reduced, and the method for 
determining such amount. 

(e) That the State licensing agency 
shall retain a first option to repurchase 
such equipment, and in the event the 
operator dies, or for any other reason 
ceases to be a licensee or transfers to 
another vending stand, ownership of 
such equipment shall become vested in 
the licensing agency subject to an obli¬ 
gation on its part to pay to such operator 
or his estate, the fair value therein as 
determined in accordance with its 
regulations. 

(f) That the operator, his personal 
representative or next of kin shall be 
entitled to an opportunity for a fair 
hearing with respect to the determina¬ 
tion of the amount to be paid by the 
licensing agency for an operator’s owner¬ 
ship in the equipment. 

(g) The method to be used in deter¬ 
mining the fair value of the operator’s 
ownership in the equipment. 

§ 403.6 Rules and regulations; issuance 
and conditions of licenses. 

The rules and regulations of the licens¬ 
ing agency shall further provide: 

(a) Objective criteria for licensing 
qualified applicants, including a provi¬ 
sion for giving preference to blind per¬ 
sons who are in need of employment and 
have resided for at least one year in the 
State in which the stand is to be located. 
Such criteria shall also include provi¬ 
sions to assure that licenses will be issued 
only to persons who are determined by 
the licensing agency to be: 

(1) Blind; 

(2) Citizens of the United States; 

(3) At least 21 years of age; and 

(4) Certified by the State vocational 
rehabilitation agency as qualified to 
operate a vending stand. 

(b) For the issuance of licenses for 
an indefinite period but subject to ter¬ 
mination if, after affording the operator 
an opportunity for a fair hearing, the 
licensing agency finds that the vending 
stand is not being operated in accord¬ 
ance with its rules and regulations, the 
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terms and conditions of the permit, or 
the agreement with the operator. 

(c) For the assignment to the opera¬ 
tor of the income from vending ma¬ 
chines within reasonable proximity to 
and in direct competition with the vend¬ 
ing stand. (If a vending machine vends 
articles of a type authorized by the per¬ 
mit and is so located that it attracts 
customers who would otherwise patron¬ 
ize the vending stand, such machine 
shall be considered to be in reasonable 
proximity to and in direct competition 
with the stand.) 

(d) The policies to govern the duties, 
supervision, transfer and financial par¬ 
ticipation of the operators. 

§ 403.7 Rules and regulations; hearings. 

The rules and regulations shall specify 
the procedure whereby the licensing 
agency affords an opportunity for a fair 
hearing to each operator (or to his per¬ 
sonal representative or next of kin in 
cases described in § 403.5(f)) dissatisfied 
with any action arising from the opera¬ 
tion or administration of the vending 
stand program. 

§ 403.8 Rules and regulations; set aside 
of funds. 

The rules and regulations of the li¬ 
censing agency shall specify the extent 
to which funds are to be set aside or 
caused to be set aside from the proceeds 
of the operation of the vending stands 
and that in no case will the amounts to 
be set aside exceed a reasonable amount 
as determined by the Commissioner. 
Funds may be set aside only for the pur¬ 
poses of: 

(a) Maintenance and replacement of 
equipment; 

(b) The purchase of new equipment; 

(c) Management services; 

(d) Assuring a fair minimum of re¬ 
turn to operators of vending stands; 
and the rules and regulations of the li¬ 
censing agency shall set out the method 
of determining the charge for each of the 
above listed purposes. Such method will 
be designed to prevent, so far as is prac¬ 
ticable, a greater charge for any purpose 
than is reasonably required for that pur¬ 
pose. The rules and regulations shall 
further provide that adequate records 
will be be maintained to support the rea¬ 
sonableness of the charges for each of 
the purposes listed in this section. 

§ 403.9 Use of servicing arrangement. 

(a) The licensing agency may enter 
into an agreement whereby another 
agency or organization undertakes to 
furnish services. Such agreement shall 
be in writing and contain provisions 
which: 

(1) Clearly insure the retention by 
the licensing agency of full responsibil¬ 
ity for the management and operation 
of all phases of the program; 

(2) Specify the type and extent of the 
services to be provided under such agree¬ 
ment; 

(3) Provide that no charges will be 
collected from operators except as speci¬ 
fied in such agreement; 

(4) Specify that such other agency or 
organization may not be allowed to ex¬ 
ercise any function with respect to funds 
for the purchase of new equipment or 


for assuring a fair minimum of return 
to operators, except to collect and hold 
solely for disposition in accordance with 
the order of the licensing agency any 
charges authorized for those purposes by 
the licensing agency; and 

(5) Specify that only the licensing 
agency shall have control with respect 
to selection, placement, financial partic¬ 
ipation and termination of the operators 
and the preservation, utilization and dis¬ 
position of program assets. 

(b) If the licensing agency permits 
any agency or organization other than 
an operator to hold any right, title to, or 
interest in vending stands or stock, the 
arrangement shall be one permitted by 
State law and shall specify in writing 
that all such right, title to, or interest 
is held as the nominee of the licensing 
agency for program purposes and subject 
to the paramount right of the licensing 
agency to direct and control the use, 
transfer, and disposition of such vending 
stands or stock. 

§ 403.10 Agreements with State voca¬ 
tional rehabilitation agencies. 

In the event that the licensing agency 
is not also the State vocational rehabili¬ 
tation agency, the licensing agency shall 
enter into a cooperative agreement with 
the State vocational rehabilitation 
agency with respect to providing voca¬ 
tional rehabilitation services to blind 
persons who are in need of such services. 

§ 403.11 Approval of application for 
designation as licensing agency. 

When the Commissioner determines 
that the application and rules and regu¬ 
lations (or proposed rules and regula¬ 
tions) indicate a plan of program opera¬ 
tions which will stimulate and enlarge 
the economic opportunities for the blind 
and meet the other requirements of the 
act and of this part, he shall approve 
the application and shall designate the 
applying agency as the State licensing 
agency. 

§ 403.12 Permit for establishment of 
vending stands. 

Prior to the establishment of each 
vending stand, the designated State li¬ 
censing agency shall submit and have ap¬ 
proved, in accordance with regulations 
of the department or agency in control 
of the maintenance, operation, and pro¬ 
tection of the Federal property (or pro¬ 
cedures of the person in control of other 
property), an application for a per¬ 
mit setting forth the exact location, the 
amount of space to be occupied, the type 
of shelter and/or equipment, the types 
of items of merchandise to be offered for 
sale at each vending stand, including 
the number, location, and types of vend¬ 
ing machines and other terms and con¬ 
ditions desired to be included in the 
permit. 

§ 403.13 Maintenance and repair of 
vending stands. 

The licensing agency shall maintain 
(or cause to be maintained) all vending 
stands in good repair and in an attrac¬ 
tive condition and shall replace or cause 
to be replaced worn-out and obsolete 
equipment as required to insure the con¬ 
tinued successful operation of the stand. 


§ 403.14 Revocation of designation as 
licensing agency. 

The Secretary shall revoke the desig¬ 
nation of any licensing agency if he finds 
after affording such agency an oppor¬ 
tunity for a hearing, as hereinafter pro¬ 
vided, that, in the administration of the 
program, there is a failure on the part 
of such agency to comply substantially 
with the provisions of the act or of this 
part. 


§ 403.15 Revocation of designation as 
licensing agency; procedures. 


(a) If the Commissioner has reason to 
believe that, in the administration of the 
program, there is a failure on the part of 
any licensing agency to comply substan¬ 
tially with the act and this part, he shall 
so inform such agency in writing, setting 
forth, in detail, the areas in which there 
is such failure and giving it a reasonable 
opportunity to comply. 

(b) If, after the lapse of a reasonable 
time, the Commissioner is of the opinion 
that such failure to comply still con¬ 
tinues and that the licensing agency is 
not taking the necessary steps to comply, 
he shall offer to such agency, by reason¬ 
able notice in writing thereto and to the 
chief executive of the State, an oppor¬ 
tunity for a hearing before the Secretary 
(or person designated by the Secretary) 
to determine whether there is a failure 
on the part of such agency to comply sub¬ 
stantially with the provisions of the act 
and of this part. 

(c) If it is thereupon determined that 
there is a failure on the part of such 
agency to comply substantially with the 
act and this part, appropriate written 
notice shall be given to such agency and 
to the chief executive of the State revok¬ 
ing said agency’s designation as licensing 
agency effective 90 days from the date of 
such notice. 

(d) If, before the expiration of such 90 

days, the Secretary (or person designated 
by him) determines that the licensing 
agency is taking the necessary steps to 
comply, he may postpone the effective 
date of such revocation for such time 
as he deems necessary for the best 
interest of the program. . 

(e) If, prior to the effective date oi 
such revocation, the Secretary (or person 
designated by him) finds that there Jf 
no longer a failure on the part of tn 
licensing agency to comply substantially 
with the provisions of the act and of tn 
part, he shall so notify the agency ana 
the chief executive of the State, in wn 
event the revocation of the designat 
shall not become effective. 


§ 403.16 Revocation of designation a* 
licensing agency; effect. 

(a) Effective upon the receipt of the 
notice of revocation of a State age 
designation as licensing 

cordance with § 403.15(c), the lie 
agency’s authority to issue hcen 
blind persons for the operation of 
Lng stands on Federal and oitiaerv p 
under the act and this part shall 
pended, except upon special aut 
tion by the Commissioner. . 

(b) After the effective date °* 
revocation of a State agency s e_ 
hi on as linensiner agency, such e 
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shall have no authority to issue licenses 
to blind persons for the operation of 
vending stands under the act and this 

part. 

(c) If, at the expiration of 60 days 
from the effective date of a revocation 
of a State agency’s designation as licens¬ 
ing agency, no other agency in the State 
is designated, pursuant to the provisions 
of the act and this part, as licensing 
agency, all licenses issued by the agency 
whose designation has been revoked shall 
terminate. 


PART 404— ADMINISTRATIVE 
PROCEDURE 

Subpart A—Approval of State Plans and Grants 
for Vocational Rehabilitation and for the Ex¬ 
tension and Improvement of Vocational Reha¬ 
bilitation Services 

Sec. 

404.1 General. 

404.2 Approval of State plans and amend¬ 

ments. 

404.3 Approval of extension and improve¬ 

ment projects. 

404.4 Allotment, computation and pay¬ 

ment. 

404.5 Withholding of funds. 


Subpart B—Grants for Special Projects 

404.6 Application for special project 
grants. 


Subpart C—Training and Research 

404.7 Training and instruction, trainee- 

ships and research fellowships. 

Subpart D—Vending Standards for the Blind on 
Federal and Other Property 

404.8 Vending stands operated by blind 

persons on Federal and other 
property. ^ 

Subpart E—Auditing and Review 

404.9 Auditing procedures. 

404.10 Review. 


Authority: §§ 404.1 to 404.10 issued under 
sec- 2, 49 Stat. 1559, as amended, sec. 7, 68 
Stat. 658; 20 U.S.C. 107a, 29 U.S.C. 37. Statu¬ 
tory provisions interpreted or applied are 
cited to text in parentheses. 


Subpart A—Approval of State Plans 
and Grants for Vocational Rehabil¬ 
itation and for the Extension and 
Improvement of Vocational Reha¬ 
bilitation Services 


§ 404.1 General. 

As a condition to receiving Feders 
lunds for Vocational Rehabilitation, eac 
otate is required to submit and to hav 
pproved by the Commissioner a Stat 
P an setting forth basic policies and pro 
edures relating to the program. Thes 
nw are re( l uir ed to conform to th 
tian A 10 . ns of ^ Vocational Rehabilita 
t nne • as amen <*ed, and the Regula 
by the Secretary of Healtl 
aucahon, and Welfare. (See Part 40 
The £ ener al form an 
in th*State plans are set fort 
trihntL St 4 . ate Plan Guide which is dis 
terina ?? State agencies adminis 
giams voca ^ onal rehabilitation pro 


^4 > P rovi *l of State plans 

^ amendments. 

°. riginal P lan and the am< 
nts there to are submitted by a S 


to the regional representative of the 
Vocational Rehabilitation Administra¬ 
tion. 

(a) New or substantially revised 
plans. New or substantially revised 
plans are reviewed by the regional rep¬ 
resentative who consults with the State 
regarding any suggested revisions. The 
regional representative forwards the 
plan to the central office of the Voca¬ 
tional Rehabilitation Administration 
where the appropriate divisions review 
and recommend the action to be taken. 
The Assistant Commissioner for State 
Program Operations determines the 
action to be taken and advises the State. 

(b) Plan amendments. An amend¬ 
ment to a plan is submitted by the State 
to the regional representative who re¬ 
views it and determines whether it is 
approvable. If approvable, the regional 
representative incorporates it into the 
approved State Plan and advises the 
State. If he considers an amendment 
not to be approvable and is unable to 
secure necessary changes by the State, 
he submits the amendment to the cen¬ 
tral office of the Vocational Rehabilita¬ 
tion Administration for appropriate 
action. A plan must be amended as 
often as is necessary to reflect a change 
in any phase of State law, policy, pro¬ 
cedure, or operation which affects the 
Vocational Rehabilitation Program. 
Copies of all plans and plan materials 
should be submitted by the State. (See 
also Part 401 of this chapter.) 

§ 404.3 Approval of extension and im¬ 
provement projects. 

The State may submit projects for the 
extension and improvement of vocational 
rehabilitation services to the regional 
representative who reviews each project 
and determines whether Federal grants 
may be made for such project under sec¬ 
tion 3 of the Vocational Rehabilitation 
Act. The regional representative, after 
such negotiation with the State as may 
be warranted, determines whether or not 
the project meets the requirements for a 
Federal grant. (See Subpart C of Part 
401 of this chapter.) 

§ 404.4 Allotment, computation and 
payment. 

(a) Grants under section 2. The 
method for making allotments to States 
and for computing and paying grants 
under section 2 of the Vocational Re¬ 
habilitation Act is described in §§ 401.50 
to 401.52 of this chapter. 

(b) Extension and improvement proj¬ 
ects under section 3. The method for 
making allotments to States and for 
computing and paying grants for exten¬ 
sion and improvement projects under 
section 3 of the Vocational Rehabilita¬ 
tion Act is described in §§ 401.63 to 
401.65 of this chapter. 

§ 404.5 Withholding of funds. 

(a) When withheld. When after rea¬ 
sonable notice and opportunity for hear¬ 
ing to the State it is found that (1) the 
plan has been so changed that It no 
longer complies with the requirements 
of section 5(a) of the Vocational Reha¬ 
bilitation Act, or (2) in the administra¬ 
tion of the plan there is a failure to com¬ 
ply substantially with any such provi¬ 


sion, further payments under section 2 
or 3 may be withheld or limited as pro¬ 
vided by section 5(c) of the Vocational 
Rehabilitation Act. The State agency 
is notified of the action taken. 

(b) Judicial review. The decision to 
withhold payments described in para¬ 
graph (a) of this section may be ap¬ 
pealed to the United States district court 
for the district in which the capital of 
the State is located. The court will re¬ 
view the action on the record in ac¬ 
cordance with the provisions of the Ad¬ 
ministrative Procedure Act. 

(c) Informal discussions. Hearings 
described in paragraph (a) of this sec¬ 
tion are generally not called until after 
reasonable effort has been made by re¬ 
gional and central office representatives 
to resolve the questions involved by con¬ 
ference and discussion with State offi¬ 
cials. Formal notification of the date 
and place of a hearing does not foreclose 
further negotiations with State officials. 

Subpart B—Grants for Special 
Projects 

§ 404.6 Application for special project 
grants. 

(a) General. The Vocational Re¬ 
habilitation Administration is authorized 
to make grants to public and other non¬ 
profit organizations and agencies for 
paying part of the cost of special projects 
that hold promise of making a substan¬ 
tial contribution toward the solution of 
vocational rehabilitation problems com¬ 
mon to all or several States or to con¬ 
tribute to the development of more ef¬ 
fective vocational rehabilitation services 
in all or several States. (See Subpart D 
of Part 401 of this chapter.) 

(b) Approval of grants for special 
projects for research , demonstration , or 
establishment of special facilities or serv¬ 
ices. Application for grants for paying 
part of the cost for a special project for 
research, demonstration or establish¬ 
ment of special facilities or services may 
be made only upon an official application 
form which may be obtained by writing 
the Assistant Commissioner for Research 
and Training, Vocational Rehabilitation 
Administration, Department of Health, 
Education, and Welfare, Washington 25, 
D.C. Completed applications are sub¬ 
mitted to the Assistant Commissioner for 
Research and Training, who processes 
them for submission to the National Ad¬ 
visory Council on Vocational Rehabilita¬ 
tion. (See Subpart E of Part 401 of this 
chapter.) The applicant may be re¬ 
quested to submit further information 
either before or after consideration of a 
project by the National Advisory Council 
on Vocational Rehabilitation. All proj¬ 
ects which meet the legal requirements 
for a grant are submitted to the Council 
which makes recommendations to the 
Commissioner. The Commissioner then 
determines the action to be taken with 
respect to each project and informs the 
applicant accordingly. In the case of 
approval, the applicant is advised of the 
amount and method of payment and the 
period to which the grant is to be applied. 

(c) Approval of grants for training or 
traineeships. The Vocational Rehabili¬ 
tation Administration may make grants 
to public or other nonprofit organizations 
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and agencies for training and trainee- 
ships under the authority granted in 
section 4(a)(1) of the Vocational Re¬ 
habilitation Act. In addition, the Voca¬ 
tional Rehabilitation Administration 
arranges as a part of its administrative 
activity, for short term training and 
instruction (including traineeships and 
research fellowships) in technical mat¬ 
ters relating to vocational rehabilitation 
services. (See Subpart C of this part.) 

Application for grants for paying a part 
of the cost of a special project for train¬ 
ing or traineeships may be made only 
upon an official application form which 
may be obtained by writing the Assistant 
Commissioner for Research and Train¬ 
ing, Vocational Rehabilitation Adminis¬ 
tration, Department of Health, Educa¬ 
tion, and Welfare, Washington 25, D.C. 
Completed applications are submitted to 
the Assistant Commissioner for Research 
and Training who processes and evalu¬ 
ates them. The applicant may be re¬ 
quested to submit further information. 
When all pertinent information has been 
obtained, a determination of the action 
to be taken is made by the Assistant 
Commissioner for Research and Train¬ 
ing who notifies the applicant accord¬ 
ingly. In the case of approval, the 
applicant is advised of the amount and 
method of payment and the period to 
which the grant is to be applied. 

Subpart C—Training and Research 

§ 404.7 Training and instruction, train¬ 
eeships and research fellowships. 

The training and instruction (includ¬ 
ing traineeships and research fellow¬ 
ships) in technical matters relating to 
vocational rehabilitation which may be 
arranged for as an administrative ac¬ 
tivity of the Vocational Rehabilitation 
Administration are described in subpart 
F of part 401 of this chapter. Applica¬ 
tions by prospective trainees or fellows 
for stipends or other allowances in con¬ 
nection with this program may be se¬ 
cured from the institution from which 
the applicant proposes to take instruc¬ 
tion. Completed applications are filed 
with the institution to be processed un¬ 
der rules established by the Vocational 
Rehabilitation Administration. 

Subpart D—Vending Stands for 

the Blind on Federal and Other 

Property 

§ 404.8 Vending stands operated by 
blind persons on Federal and other 
property. 

(a) Designation of licensing agen¬ 
cies. The State Commission for the 
Blind or other State agency desiring to be 
designated as the licensing agency for 
the purpose of licensing blind persons to 
operate stands on Federal property 
makes application, with the approval of 
the Governor of the State, to the Chief, 
Division of Services to the Blind of the 
Vocational Rehabilitation Administra¬ 
tion to be so designated. The application 
sets forth the procedure and policies 


which the State agency will follow in 
issuing such licenses. (See also Part 403 
of this chapter.) 

Subpart E—Auditing and Review 

§ 404.9 Auditing procedures. 

All fiscal transactions by a grantee re¬ 
lating to grants under the Vocational 
Rehabilitation Act are subject to audit 
by the Department of Health, Education, 
and Welfare to determine whether or not 
expenditures made have been in accord¬ 
ance with the act, the regulations. State 
plans, State rules, standards, and other 
requirements. 

§ 404.10 Review. 

From time to time members of the staff 
of the Vocational Rehabilitation Admin¬ 
istration review, with the States’ co¬ 
operation, administrative, fiscal and pro¬ 
gram methods and practices and make 
constructive suggestions for the improve¬ 
ment of such methods and practices. 

Dated: December 19, 1963. 

[seal] Anthony J. Celebrezze, 

Secretary. 

[F.R. Doc. 63-13259; Filed, Dec. 23, 1963; 

8:47 a.m.] 


Title 7—AGRICULTURE 

Chapter X—Agricultural Marketing 
Service (Marketing Agreements and 
Orders; Milk), Department of Agri¬ 
culture 


[Milk Order No. 136] 

PART 1136—MILK IN GREAT BASIN 
MARKETING AREA 

Order Suspending Certain Provisions 

Pursuant to the provisions of the Agri¬ 
cultural Marketing Agreement Act of 
1937, as amended (7 U.S.C. 601 et seq.), 
and of the order regulating the handling 
of milk in the Great Basin marketing 
area (7 CFR Part 1136), it is hereby 
found and determined that: 

a. The following provisions of the 
order no longer tend to effectuate the 
declared policy of the Act for the period 
of January 1,1964, through December 31, 
1964; 

In § 1136.11(a) the following provi¬ 
sions : 

1. “50 percent in the months of Au¬ 
gust through March and” 

2. “in other months” 

3. “producer milk diverted therefrom 
by the plant operator” 

The suspension of these provisions 
will result in § 1136.11(a) reading as 
follows: 

§ 1136.11 Pool plant. 

* * * * * 

(a) An approved plant, except the 
plant of a producer-handler as described 
in § 1136.8, from which during the month 
there is disposed of on routes fluid milk 
products equal to not less than 40 percent 


of the receipts during the month at such 
plant of producer milk and receipts at 
the plant of fluid milk products from 
plants described pursuant to paragraph 
(b) of this section, and there are dis¬ 
posed of on routes in the marketing area 
fluid milk products equal to not less than 
15 percent of the total fluid milk product 
disposition from the plant on routes: 
Provided, That if a handler operates 
more than one approved plant, the com¬ 
bined receipts and disposition of any 
of such plants may be used as the basis 
for qualifying the respective plants pur¬ 
suant to the preceding computations 
specified in this paragraph if the handler 
in writing so requests the market admin¬ 
istrator : And provided further, That any 
approved plant from which the total 
route disposition of fluid milk products 
is to individuals or institutions for chari¬ 
table purposes and is without remunera¬ 
tion from such individuals or institu¬ 
tions shall not qualify as a pool plant 
pursuant to this paragraph. 

• * * * * 


b. Notice of proposed rule making, 
public procedure thereon, and 30 days 
notice of the effective date hereof are 
impractical, unnecessary, and contrary 
to the public interest in that: 

1. This suspension order does not re¬ 
quire of persons affected substantial or 
extensive preparation prior to the effec¬ 
tive date. 

2. This suspension order is necessary 
to reflect current marketing conditions 
and to maintain orderly marketing con¬ 
ditions in the marketing area. 

3. The suspension order will reduce for 
the calendar year 1964 requirements for 
pool plant qualification of distributing 
plants. The present order provides that 
50 percent of receipts of producer milk, 
including milk diverted by the plant op¬ 
erator, but excluding pool milk receipts 
for which another cooperative associa¬ 
tion is the handler, must be disposed of 
on routes during August through March 
and 40 percent in all other months. This 
action reduces the percentage require¬ 
ment to 40 percent for all months ana 
eliminates producer milk diverted to 
nonpool plants from the computation. 

Proponents state that merger of their 
associations effective January 1, 1964 ’ 
will make the continued pool status ot 
plants which they presently operate 
questionable. This is due to the fact 
that certain milk for which one ass0 ^ ia ‘ 
tion has heretofore been the handle 
when delivered to or diverted fr . 0 ^ 
plant operated by the other associate 
will new become producer milk of t 
association that will be operating su 
plant. The present pool plant sta - 
ards were based on these associations p- 
erating as separate units, but with 
merger of the associations these pr 
sions will no longer achieve the ie 
intended. . , a 

4. This suspension action is ba 8 ? a 
request of the Weber Central Dan y ^ 
sociation and Federated Milk Prod 
Association who represent more m 
percent of the milk producers , 
the market. They have also pr P 
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amendment to the pool plant standards. 
The period of suspension will provide 
opportunity for consideration of amend¬ 
ment action based on a public hearing. 

Therefore, good cause exists for mak¬ 
ing this order effective January 1, 1964. 

It is therefore ordered , That the afore¬ 
said provisions of the order are hereby 
suspended for the period January 1, 1964, 
through December 31,1964. 

(Secs. 1-19, 48 Stat. 31, as amended; 7 U.S.C. 
601-674) 

Effective date: January 1, 1964. 

Signed at Washington, D.C., on De¬ 
cember 18,1963. 

George L. Mehren, 
Assistant Secretary. 

[F.R. Doc. 63-13256; Piled, Dec. 23, 1963; 
8:46 a.m.] 


Title 49—TRANSPORTATION 

Chapter I—Interstate Commerce 
Commission 


SUBCHAPTER A—GENERAL RULES AND 
REGULATIONS 


[S.O. 941; Arndt. 2] 

PART 95—CAR SERVICE 


Chicago and North Western Railway 
Co. Authorized To Operate Over 
Certain Trackage of the Chicago 
North Shore and Milwaukee Rail¬ 
way 


At a session of the Interstate Com¬ 
merce Commission, Safety and Service 
Board No. 1, held in Washington, D.C., on 
the 17th day of December A.D. 1963. 

Upon further consideration of Service 
Order No. 941 (28 P.R. 645, 28 F.R. 3917) 
and good cause appearing therefor: 

It is ordered , That, § 95.941 Chicago 
and North Western Railway Company 
authorized to operate over certain track - 
age of the Chicago North Shore and Mil¬ 
waukee Railway of Service Order No. 941, 
be, and it is hereby amended by substi¬ 
tuting the following paragraph (g) for 
Paragraph (g) thereof: 

§ 95.941 Chicago and North Western 
Railway Company authorized to op¬ 
erate over certain trackage of the 
Chicago North Shore and Milwaukee 

Railway. 

***** 

(g) Expiration date. This order shall 
expire at 11:59 p.m., June 30, 1964, un- 
ess otherwise modified, changed, sus- 
Com* ° r annulled the ord er of this 


Effective date. This amendment shal 
SjpiSS-h 6 at 11:59 p.m., Decern- 

ed CS do n 2 o 1?’ 24 Stat - 379 ’ 383 ’ 384, as amend 
■ea inSS\ :12 ’ 15 - In terprets or appliei 
SVJM; 15 < 4 >. 40 Stat. 101, as aiend 
ea > 54 Stat. 911; 49 U.S.C. 1(10-17), 15(4) 

this i ord ered. That a copy o: 
mendment shall be served upon th< 


Association of American Railroads, Car 
Service Division, as agent of the rail¬ 
roads subscribing to the car service and 
per diem agreement under the terms of 
that agreement; and that notice of this 
amendment be given to the general pub¬ 
lic by depositing a copy in the office of 
the Secretary of the Commission at 
Washington, D.C., and filing it with the 
Director, Office of the Federal Register. 

By the Commission, Safety and Serv¬ 
ice Board No. 1. 

[seal] Harold D. McCoy, 

Secretary. 

[F.R. Doc. 63-13262; Filed, Dec. 23, 1963; 

8:47 a.m.] 


[S.O. 942; Arndt. 2] 

PART 95—CAR SERVICE 

Feather River Railway Co. Authorized 
To Operate Over Certain Trackage 
Formerly Operated by the Western 
Pacific Railroad Company 

At a Session of the Interstate Com¬ 
merce Commission, Safety and Service 
Board No. 1, held in Washington, D.C., 
on the 17th day of December A.D. 1963. 

Upon further consideration of Service 
Order No. 942 (28 F.R. 826, 6016) and 
good cause appearing therefor: 

It is ordered. That § 95.942 Feather 
River Railway Company authorized to 
operate over certain trackage formerly 
operated by the Western Pacific Railroad 
Company of Service Order No. 942, be, 
and it is hereby amended by substituting 
the following paragraph (e) for para¬ 
graph (e) thereof: 

§ 95.942 Feather River Railway Com¬ 
pany authorized to operate over cer¬ 
tain trackage formerly operated by 
the Western Pacific Railroad Com¬ 
pany. 

***** 

(e) Expiration date. This order shall 
expire at 11:59 p.m., June 30, 1964, un¬ 
less otherwise modified, changed, sus¬ 
pended, or annulled by the order of this 
Commission. 

Effective date. This amendment shall 
become effective at 11:59 p.m., December 
31,1963. 

Secs. 1, 12, 15, 24 Stat. 379, 383, 384, as 
amended; 49 U.S.C. 1, 12, 15. Interprets or 
applies secs. 1 (10-17), 15(4), 40 Stat. 101, as 
amended, 54 Stat. 911; 49 UJS.C. 1 (10-17), 
15(4) 

It is further ordered , That copies of 
this order and direction shall be served 
upon the Feather River Railway Com¬ 
pany, the Public Utilities Commission of 
the State of California, and upon the 
Association of American Railroads, Car 
Service Division, as agent of the rail¬ 
roads subscribing to the car service and 
per diem agreement under the terms of 
that agreement; and that notice of this 
order shall be given to the general public 
by depositing a copy in the office of the 
Secretary of the Commission at Wash¬ 


ington, D.C., and by filing it with the 
Director, Office of the Federal Register. 

By the Commission, Safety and Serv¬ 
ice Board No. 1. 

[seal] Harold D. McCoy, 

Secretary. 

[F.R. Doc. 63-13263; Filed, Dec. 23, 1963; 

8:47 a.m.] 

Title 14-AERONAUTICS AND 
SPACE 

Chapter I—Federal Aviation Agency 
SUBCHAPTER E—AIRSPACE [NEW] 

[Airspace Docket No. 63-CE-91] 

part 71—designation of federal 
AIRWAYS, CONTROLLED AIRSPACE, 
AND REPORTING POINTS [NEW] 

Designation of Control Zone 

On August 1, 1963, a notice of pro¬ 
posed rule making was published in the 
Federal Register (28 F.R. 7853) stating 
that the Federal Aviation Agency (FAA) 
proposed to designate a control zone at 
Menominee, Mich. 

Interested persons were afforded 
an opportunity to participate in the 
rulemaking through submission of com¬ 
ments. Due consideration was given to 
all relevant matter presented. 

Two comments were received by the 
FAA as a result of the airspace action 
proposed in the Notice. The Air Trans¬ 
port Association (ATA) endorsed the 
proposal. A representative of the R. J. 
Enstrom Corporation of Menominee 
registered an objection to the proposal 
and requested that a public hearing be 
held. The more dominant points of ob¬ 
jection. presented against the establish¬ 
ment of the proposed control zone were: 

1. The volume of air traffic entertained 
at the Menominee County Airport both 
VFR and IFR did not warrant the es¬ 
tablishment of the proposed control zone, 
and the attendant expenditure of public 
funds for this purpose would be a waste. 

2. The establishment of a control zone 
on a “part-time” basis, on a predomi¬ 
nantly daylight schedule, would be in¬ 
consistent and incongruous with general 
practice. 

3. A requirement for two-way radio 
communications on every flight with 
every helicopter operation (at Menomi¬ 
nee) would effect a financial hardship on 
Enstrom Corporation operations. 

The FAA’s analyses of the R. J. En¬ 
strom Corporation’s objections are as 
follows: 

Reference Item 1. According to the 
FAA publication, Terminal Locations for 
Planning Purposes, Calendar Year 1962, 
there were an estimated 6,600 itinerant 
operations, an estimated 110 airport in¬ 
strument approaches, 1,450 actual sched¬ 
uled air carrier departures and a total 
of 13 active civil based aircraft operating 
at the Menominee County Airport dur- 
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ing 1962. This publication defines an 
airport instrument approach as an ap¬ 
proach to an airport with intent to land 
by an aircraft on an Instrument Flight 
Rules flight plan. Civil based aircraft 
are defined as flyable aircraft which are 
“home based” at a particular airport and 
which hold a current airworthiness cer¬ 
tificate. The Menominee County Air¬ 
port qualified for air traffic service in 
accordance with FAA criteria set forth 
in the FAA Airway Planning Standards 
Number 1 and Number 2. For this rea¬ 
son the Agency installed a terminal VOR 
facility to service the needs of the 
Menominee County Airport. A review of 
the terminal airspace requirements in 
the Menominee area in accordance with 
FAA criteria set forth in the FAA Hand¬ 
book AT P 7440.1 confirms that the 
Menominee County Airport meets all re¬ 
quirements for establishment of a con¬ 
trol zone. Further, the establishment of 
this control zone will not entail the ad¬ 
ditional expenditure of any public funds. 

Reference Item 2. The proposal to 
designate a “part-time” control zone at 
Menominee is consistent with FAA cri¬ 
teria set forth in the FAA Handbook AT 
P 7440.1. The proposed hours of desig¬ 
nation for the Menominee control zone 
would coincide with the normal operating 
hours of North Central Airlines because 
this airline has volunteered to furnish 
weather observers and disseminate 
weather information to the general aero¬ 
nautical public in accordance with exist¬ 
ing instructions. This service is also to 
be provided without the expenditure of 
public funds. 

Reference Item 3. A misunderstand¬ 
ing of the application of the Civil Air 
Regulations concerning flight within a 
control zone is indicated. The designa¬ 
tion of a control zone at Menominee 
would not change present operating re¬ 
quirements when the ceiling is reported 
1,000 feet or more and the visibility 3 
miles or better. Under such conditions 
an aircraft, with or without radio equip¬ 
ment, could operate to, from, or within 
the Menominee control zone without an 
air traffic control clearance. An air 
traffic control clearance would be re¬ 
quired only when the ceiling is less than 
1,000 feet and/or the visibility is less than 
3 miles. Under these reduced weather 
conditions any aircraft without radio 
equipment may request a clearance via 
telephone to depart or operate within a 
control zone. The establishment of a 
control zone at Menominee would only 
restrict nonradio equipped aircraft from 
entering the zone during the periods 
when an air traffic control clearance is 
required (ceiling less than 1,000 feet, 
visibility less than 3 miles). Since this 
restriction to flight operations is im¬ 
posed only during periods of adverse 
weather, it is the opinion of the FAA that 
the designation of a control zone at 
Menominee will provide a safeguard to 
the flight of aircraft; and the attendant 
restrictions imposed to gain the level of 
safety attained would be in the public 
interest. 


RULES AND REGULATIONS 

The Enstrom Corporation’s petition 
for a public hearing has been denied by 
the FAA for the reason that the points 
of objection presented do not constitute 
an adequate basis for the grant of a 
public hearing. 

The substance of the proposed amend¬ 
ment having been published, and for the 
reasons stated herein and in the notice, 
the following action is ta£en: 

In § 71.171 (27 F.R. 220-91, November 
10, 1962) the following control zone is 
added: 

Menominee, Mich. 

Within a 6-mile radius of Menominee 
County Airport (latitude 45°07'25" N., longi¬ 
tude 87°38'20" W.) and within 2 miles either 
side of the Menominee VOR 351° radial, ex¬ 
tending from the 5-mile radius zone to 8 
miles north of the VOR from 0600 to 2100 
hours local time, daily. 

This amendment shall become effec¬ 
tive 0001 e.s.t., March 5, 1964. 

(Sec. 307(a), 72 Stat. 749; 49 U.S.C. 1348) 

Issued in Washington, D.C., on De¬ 
cember 17, 1963. 

H. B. Helstrom, 

Acting Chief , 

Airspace Utilization Division. 

[PR. Doc. 63-13241; Filed, Dec. 23, 1963; 

8:45 a.m.] 


[Airspace Docket No. 63-CE-121] 

part 71—designation of federal 

AIRWAYS, CONTROLLED AIRSPACE, 
AND REPORTING POINTS [NEW] 

Designation of Control Zone 

On November 16,1963, a notice of pro¬ 
posed rule making was published in the 
Federal Register (28 F.R. 12226) stating 
that the Federal Aviation Agency (FAA) 
proposed to designate a control zone at 
St. Paul, Minn. 

Interested persons were afforded an 
opportunity to participate in the rule- 
making through submission of com¬ 
ments. No adverse comments were 
received. 

Subsequent to the publication of the 
Notice, the FAA, in the interest of econ¬ 
omy, has determined that the hours of 
operation of the Federally funded serv¬ 
ices supporting the control zone desig¬ 
nation at the St. Paul Downtown Airport 
(Holman Field) may be varied to meet 
actual air traffic control operational re¬ 
quirements. Therefore, to provide for 
this circumstance, the FAA is adding 
to the description of the St. Paul control 
zone that the time of designation of the 
Holman Field control zone may be varied 
by the issuance of appropriate Notices 
to Airmen. Such time of designation 
normally will not exceed those hours 
proposed in the notice. 

The substance of the proposed amend¬ 
ment haying been published, and for the 
reasons stated herein and in the Notice, 
§ 71.171 (28 F.R. 220-91, November 10, 
1962) is amended by adding the follow¬ 
ing: 


St. Paul, Minn. 

Within a 3-mile radius of St. Paul Down¬ 
town Airport (Holman Field) (latitude 
44°56'10" N., longitude 93°03'40" W.) from 
0600 to 2200 hours, local time, daily, or dur¬ 
ing specific times established in advance 
by a Notice to Airmen. 

This amendment shall become effec¬ 
tive 0001 e.s.t., January 24, 1964. 

(Sec. 307(a), 72 Stat. 749; 49 U.S.C. 1348) 

Issued in Washington, D.C., on Decem¬ 
ber 18, 1963. 

H. B. Helstrom, 
Acting Chief , 

Airspace Utilization Division. 

[F.R. Doc. 63-13242; Filed, Dec. 23, 1963; 
8:45 a.m.] 


[Airspace Docket No. 63-WE-38] 

part 71—DESIGNATION OF FEDERAL 
AIRWAYS, CONTROLLED AIRSPACE, 
AND REPORTING POINTS [NEW! 

Alteration of Control Zone and Desig¬ 
nation of Transition Area 

On October 1, 1963, a notice of pro¬ 
posed rule making was published in the 
Federal Register (28 F.R. 10546) stating 
that the Federal Aviation Agency pro¬ 
posed to alter the Akron, Colo., control 
zone and transition area. 

Interested persons were afforded an 
opportunity to participate in the rule- 
making through submission of comments, 
but no comments were received. 

The substance of the proposed amend¬ 
ments having been published and for the 
reasons stated in the notice, the following 
actions are taken: 

1. In § 71.171 (27 F.R. 220-91, Novem¬ 
ber 10, 1962), the Akron, Colo., control 
zone is amended to read: 

Akron, Colo. 

Within a 4-mile radius of Akron-Washing- 
ton County Airport (latitude 40°10'30" N., 
longitude 103°12'45" W.). 

2. In § 71.181 (27 F.R. 220-139, Novem- 
ber 10,1962), the Akron, Colo., transition 
area is amended to read: 

Akron, Colo. 

That airspace extending upward from 700 
feet above the surface within a 5-mile radius 
of Akron-Washington County Airport (lati¬ 
tude 40°10'30" N., longitude 103°12'45" W.), 
and within 4 miles NE and 2 miles SW of the 
Akron VOR 123° radial, extending from 5- 
mile radius area to 8 miles SE of the VOR; 
and that airspace extending upward from 
1,200 feet above the surface within 10 miles 
NE and 7 miles SW of the Akron VOR 123 
and 303° radials, extending from 20 miles on¬ 
to 10 miles NW of the VOR. 

These amendments shall become effec¬ 
tive 0001 e.s.t., March 5, 1964. 

(Sec. 307(a), 72 Stat. 749; 49 U.S.C. 1348) 

Issued in Washington, D.C., on Decem¬ 
ber 17,1963. 

H. B. Helstrom, 
Acting Chief, 

Airspace Utilization Division. 
[F.R. Doc. 63-13243; Filed, Dec. 23, 1963, 
8:46 a.m.] 
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Tuesday, December 24, 1963 

SUBCHAPTER F—AIR TRAFFIC AND GENERAL OPERATING RULES [NEW] 

[Reg. Docket No. 2096; Amdt. 353] 

PART 97—STANDARD INSTRUMENT APPROACH PROCEDURES [NEW] 
Miscellaneous Amendments 


The amendments to the standard instrument approach procedures contained herein are adopted to become effective 
when indicated in order to promote safety. The amended procedures supersede the existing procedures of the same classifi¬ 
cation now in effect for the airports specified therein. For the convenience of the users, the complete procedure is republished 
in this amendment indicating the changes to the existing procedures. 

As a situation exists which demands immediate action in the interests of safety in air commerce, I find that compliance 
with the notice and procedure provisions of the Administrative Procedure Act is impracticable and that good cause exists for 
making this amendment effective within less than 30 days from publication. 

In view of the foregoing and pursuant to the authority delegated to me by the Administrator (24 F.R. 5662) # Part 97 [New] 
(14 CFR Part 97 [New]) is amended as follows: 

1 . By amending the following low or medium frequency range procedures prescribed in § 97.11(a) to read: 

LFR Standard Instrument Approach Procedure 


Bearings, headings, courses and radials are magnetic. Elevations and altitudes are in feet MSL. Ceilings are in feet above airport elevation. Distances are in nautical 
miles unless otherwise indicated, except visibilities which are in statute miles. 

If an instrument approach procedure of the above type is conducted at the below named airport, it shall be in accordance with the following instrument approach procedure, 
unless an approach is conducted in accordance with a different procedure for such airport authorized by the Administrator of the Federal Aviation Agency. Initial approaches 
shall be made over specified routes. Minimum altitudes shall correspond with those established for en route operation in the particular area or as set forth below. 


Transition 

Ceiling and visibility minimums 

From— 

To- 

Course and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine or less 

More than 

65 knots 
or less 

More than 
65 knots 

2-engine, 
more than 
65 knots 

BKE-VOR 

BE-LFR . 

Direct.... 

‘ 7000 

T-dn. 

700-1 

1200-1 

1500-2 

700-1 

1200-1 

1500-2 

700-1 

1200-m 

1500-2 




O-dn. 

A-dn. 



Descend in 1-minute right-turn holding pattern SE of BE LFR on the SE crs to 7000'. 

Procedure turn N side of crs, 300° Outbnd, 120° Inbnd, 7000' within 10 miles. Not authorized beyond 10 miles. 

Minimum altitude over facility on final approach crs 5000'. 

Crs and distance, facility to airport, 111°—1.6 miles. 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished within 1.6 miles after passing BE LFR, make immediate 
right turn, return direct to BE LFR climbing to 7000' Outbnd on NW crs within 15 miles, return to BE LFR at 7000'. All maneuvering N side of NW crs. 

Caution: High terrain all quadrants. 

Other change: Deletes sliding scale note. 

City, Baker; State, Oreg.; Airport Name, Baker Municipal; Elev., 3368'; Fac. Class., SBRAZ; Ident., BE; Procedure No. 1, Amdt. 8; Eff. Date, 4 Jan. 64; Sup. Amdt. No. 7; 

Dated, 8 Oct. 60 


E Cordova Int... 

CDV LFR (final). 

Direct. 

800 

T-dn. 

300-1 

300-1 

200-34 





C-dn. 

500-1 

500-1 

500-1H 





A-dn. 

800-2 

800-2 

800-2 


Procedure turn S side of SE crs, 116° Outbnd, 296° Inbnd, 1500' within 10 miles of E Cordova Int. Nonstandard due to terrain. 

Minimum altitude over E Cordova Int on final approach crs, 1500'; over facility, 800'. 

Crs and distance, facility to airport, 266°—1.8 miles. 

visual contact not established upon descent to authorized landing minimums or if landing not accomplished within 1.8 miles after passing CDV LFR, turn left, climb to 
1600 on SE crs (116°) CDV LFR, proceed to E Cordova Int. 

Caution: High terrain N W through N to SE of CDV LFR. rising to 2746', 2 to 5 miles NE. Terrain 400' 1.0 mile N of CDV LFR. 
notes: Maneuvering NE of airport not authorized. 2. ADF not authorized when using CDV LFR. 

Other changes: Deletes E Cordova Int to CDV LFR at 5000'. Deletes straight-in minimum. 

City, Cordova; State, Alaska; Airport Name, Cordova (Mile 13); Elev., 38'; Fac. Class., MRLZ; Ident., CDV; Procedure No. 1, Amdt. 10; Eff. Date, 4 Jan. 64; Sup. Amdt. 

No. 9, Dated, 9 Sept. 61 


\-sition authorized only from reciprocal 
2 Cordova Int_ 


CDV LFR to Egg Island Int. 

Direct. 

3100 

T-dn. 

300-1 

300-1 



C-dn. 

500-1 

500-1 

CDV LFR. 

Direct. 

5000 

A-dn.. 

800-2 

800-2 





200-J4 

500-1J4 

800-2 


Procedure turn S side SW crs, 206° Outbnd, 026° Inbnd, 1200' within 10 miles of Egg Island Int. Nonstandard due to terrain. 

over E gg Island Int on final approach crs, 1000'. 

Ippici ( * ls \ ance > Egg Island Int to missed approach point. 026°—6.0 miles. 

to i , t not established upon descent to authorized landing minimums or if landing not accomplished within 6.0 miles after passing Egg Island Int, turn right, climb 

r° A ^ the SW crs (206°) at CDV LFR, proceed to Egg Island Int. 

V SSfi terrain N w through N to SE of CDV LFR, rising to 2746' 2 to 5miles NE. Terrain 400' 1.0 mile N of CDV LFR. 

(ultA 1, vf E flight required from missed approach point to airport. 2. Maneuvering NE of airport not authorized. 3. ADF not authorized when using CDV LFR. 

Other change: Deletes straight-in minimum. 

City, Cordova; State, Alaska; Airport Name, Cordova (Mile 13); Elev., 38'; Fac. Class., MRLZ; Ident., CDV; Procedure No. 2, Amdt. 10; Eff. Date, 4 Jan. 64; Sup. Amdt. 

No. 9; Dated, 6 May 61 


PROCEDURE CANCELLED, EFFECTIVE 4 JAN. 1964. 

Ry, Denver; State, Colo.; Airport Name, Stapleton Airfield; Elev., 5331'; Fac. Class., SABMRAZ; Ident., DN; Procedure No. 1, Amdt. 13; Eff. Date, 6 Apr. 63; 

Sup. Amdt. No. 12; Dated, 12 May 62 
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RULES AND REGULATIONS 

LFR Standard Instrument Approach Procedure —Continued 


Transition 

Ceiling 

; and visibility minimums 

From— 

To— 

Course and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine or loss 

More than 
2-engine, 
more than 

65 knots 

65 knots 
or less 

More than 
65 knots 





T-dn... 

300-1 

500-1 

NA 

800-2 

300-1 

500-1 

NA 

800-2 

200-H 

500-m 

NA 

800-2 

C-dn.. 

S-dn. 

A-dn_ 



After crossing range on initial, proceed outbnd on E crs not below 2700' for 2 minutes before starting descent to procedure turn altitude. 

* * a ir aaqo r»,vt KnH TnhnH 1700' within 15. miles. 


> intercept S crs (159°) Moses Point LFR within 20 miles. VFR flight 

required!froin~ missed approach point to airport. 

Notes-* 1 (1 TdT approach^not^uithorized. 2. Final approach from holding pattern at Moses Point LFR not authorized. Procedure turn required. 

Caution:* (1) Terrain 1705' 3 miles NW and 975' 2.2 miles W, rising to 1360' 3 miles W of Moses Point LFR. (2) No maneuvering authorized N through b\V of Moses 
Point LFR. 

City Moses Point; State, Alaska; Airport Name, Moses Point; Elev., 14'; Fac. Class., BMRLZ; Ident., MOS; Procedure No. 1, Amdt. 7;E£f. Date, 4 Jan. 64; Sup. Arndt. No. 6; 
J * Dated, 16 Nov. 63 


PROCEDURE CANCELLED, EFFECTIVE 4 JAN. 1964. 

City, Spokane; State, Wash.; Airport Name, Fairchild AFB; Elev., 2450'; Fac. Class., SBRAZ; Ident., PEG; Procedure No. 1, Amdt. Prig.; Eff. Date, 8 Oct. 55 


T-dn.. 

C-dn. 

S-dn_. 

A-dn. 


300-1 

300-1 

500-1 

500-1 

NA 

NA 

800-2 

800-2 


300-1 

500-lM 

NA 

800-2 


Procedure turn E side of S crs, 198° Outbnd, 018° Inbnd, 1800' within 10 miles. 

Minimum altitude over facility on finaUpproach crs, 1000'. 

If "visual d^fnt towthorUed landing minimums or if landing not accomplished within 2.1 miles after passing TL-LFR, turn right, climb (o 

25 °°CAufio” A^manmivOTtog'to 1 be conducted S and W of airport, terrain to 750' within 2.5 miles NE of airport. 

Note: ADF approach not authorized. 

City Tanana; State, Alaska; Airport Name, Tanana; Elev., 228'; Fac. Class., BRMLZ; Ident., TL; Procedure No. 1, Amdt. 6; Efl. Date, 4 Jan. 04; Sup. Amdt. No. 5; Dated, 
J ’ 14 Dec. 63 

2. By amending the following automatic direction finding procedures prescribed in § 97.11(b) to read: 

ADF Standard Instrument Approach Procedure 

Bearings headings, courses and radlals are magnetic. Elevations and altitudes are in feet MSB. Ceilings are In feet above airport elevation. Distances arc In nautical 

mi * < Ifan 1 Strument S appnSh e procedure^f the atmvet^MteconductetfaTthe below named airport, it shall be In accordance with the following instrument 

unte£ SSS^ffiSMto^cordan™ with a different procedure for such airport authorised by the Administrator of the Federal Aviation Agency toitial approaches 

shall be made over spSfled routes. Minimum altitudes shall correspond with those established for en route operation in the particular area or as set forth below. _ 


Transition 


From— 


To- 


Co arse and 
distanoe 


Minimum 

altitude 

(feet) 


Hols ton Mountain VOR. 

Int BLA R-200 and 306° bearing to LOM._ 

Telford Int. 

Yuma Int.....-. 

Hilton Int. 

Groendale Int*.... 

Damascus Int. 


Int IIMV R-007 and 270° bearing to LOM. 


Int BLA R-200 and 306° bearing to 
LOM. 

LOM (MHW). 

LOM (MHW). 

LOM (MHW). 

LOM (MHW). 

LOM (MHW) (final). 

Int HMV R-007 and 270° bearing to 
LOM. 

LOM (MHW).. 


Direct.. 

Direct- 

Direct.. 

Direct- 

Direct- 

Direct- 

Direct.. 

Direct. 


6000 


3600 

4000 

5000 

4000 

6000 


Coiling and visibility minimums 


Condition 


2-engine or less 


65 knots 
or less 


More than 
65 knots 


T-dn... 
C-d%- 
C-n%„ 
S-dn-22%.. 


300-1 

900-1 

900-2 

900-1 

900-2 


300-1 

900-1 

900-2 

900-1 

900-2 


More than 
2 -engine, 
more than 
65 knots 


A-dn%-. 900-2 . 

If aircraft has operating VOR receiver ana 
Int## received, minimums become: 

C-dn%.I 800-1 800-1 

S-dn-22%. 800-1 800-1 


#200-H 

soo-m 

900-2 

906-1 

900-2 

Beaver 

800-1H 
806-1 


Procedure turn E side of crs, 044° Outbnd, 224° Inbnd, 3600' within 10 miles Beyond i 0 miles not authorized. Nonstandard due to terrain NW. 

Minimum altitude over facility on final approach crs, 3600';** over Beaver Int,## 2400 . - ; 

lf r ^ a d .“ landing minimums or if landing not a—hed within 5.9 miles after passing LOM. climb to 4000 on 

wlth “ C " mb capability departing on routes 

HMV VOR should request clearance to climb on a track of 044° from Boone RBn or 224° from LOM to 4000 before continuing climb on crs. 

* Groendale Inti Int BLA R-187 and 224° bearing to LOM (MHW). 

"Descent from 4000' may be made on final after passing HMV-VOR R-332. 

%No reduction of any landing ceiling or visibility minimum is authorized. 

##Beaver Int: Int HMV R-296 and 224° bearing from LOM (MHW). 4 Jan . ftl; Sup. 

City, Bristol; State, Tcnn.; Airport Name, Tri-City Municipal; Elev -» A ^ ; N^^^ed^^pr^eS W) ' Ident ” TR ’ Pr0CCdUre N °' Amdt ' 6 ’ ' 
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ADF Standard Instrument Approach Procedure —Continued 


From— 


Chattanooga VOR 
Chicamauga Int... 

Whitwell Int. 

Bridgeport Int- 

Coalmont Int- 

Georgetown Int— 

Crandall Int- 

Haletown Int- 

Dunlap Int.... 

Riceville Int.. 


Transition 


Ceiling and visibility minimums 



Course and 
distance 

Minimum 


2 -engine or less 

To- 

altitude 

(feet) 

Condition 

65 knots 
or less 

More than 
65 knots 


CQN RBn. 
CQN RBn. 
CQN RBn. 
CQN RBn. 
CQN RBn. 
CQN RBn. 
CQN RBn. 
CQN RBn. 
CQN RBn. 
CQN RBn. 


Direct. .. 

3000 

T-dn.. 

300-1 

300-1 

Direct... 

3000 

C-dn.. 

600-1M 

700-1H 

Direct_ 

3400 

S-dn-19... 

600-1 

600-1 

Direct.... 

3400 

A-dn 

800-2 

800-2 

Direct _ 

3400 




Direct_ 

3000 




Direct... 

3000 




Direct_ 

3400 




Direct. 

3400 




Direct___ 

3000 





More than 
2 -engine, 
more than 
65 knots 


#2UO-H 

700-2 

500-1 

800-2 


Procedure turn E side of crs, 016° Outbnd, 96° Inbnd, 3000' within 10 miles of CQN RBn. (Nonstandard due to terrain W.) 

Minimum altitude Inbnd over CQN RBn, 3000'; over OM, 1600'; over MM, 1200'. If OM not received, descent below 1600' not authorized. 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished within 7.7 miles after passing CQN RBn, climb to 3000' on 

crs of 196° within 15 miles. 

Distances to runway: CQN 7.7 miles, OM 4.1 miles, MM 0.6 mile 

Caution: Due to high terrain and towers, aircraft with limited climb capability departing on routes W through N, should request clearance to climb on a track of 016° or 196° 
from LMM to 3000' before continuing climb on crs. 

ITakeof! on Runways 14-32 with less than 300-1 not authorized. 

City, Chattanooga; State, Tenn.; Airport Name, Lovell Field; Elev., 682'; Fac. Class., MHW; Ident., CQN; Procedure No. 1, Arndt. 12 ; Eff. Date, 4 Jan. 64; Sup. Arndt. No. 11; 

Dated, 17 Nov. 62 


Mount Healthy Int.... 

SI LOM___ 

Direct_ 

2200 

T-dn 

300-1 

300-1 

200 -H 

New Baltimore Int... 

SI LOM (final)... 

Direct .. 

2000 

C-dn 

400-1 

500-1 

600-1H 

Union Int___ 

SI LOM. 

Direct 

2300 

S-dn-12 

400-1 

400-1 

400-1 

CVG VOR.. 

SI LOM_ 

Direct _ _ 

2300 

A-dn 

800-2 

800-2 

800-2 

LUK LFR. 

SI LOM. 

Direct 

2700 














Radar vectoring authorized in accordance with approved patterns. 

Procedure turn W side of crs, 360° Outbnd, 180°, Inbnd, 2000' within 10 miles 
Minimum altitude over facility on final approach crs 2000 '. 

Crs and distance, facility to airport, 180°,—4.0 miles. 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished within 4.0 miles after passing SI LOM, climb to 2000' on a 

heading of 180° to the CV LOM. 

Caution: 1746' tower 13 miles NE of airport. 1167' tower 19 miles NNE of airport. 1120' tower 11 miles NW of airport. 

City, Covington; State, Ky.; Airport Name, Greater Cincinnati; Elev., 890'; Fac. Class., LOM; Ident., SI; Procedure No. 2, Arndt. Orig.; Eff. Date, 4 Jan. 64, or upon commis¬ 
sioning of facility 


HUA VOR. 
HU A RBn. 
HSV VOR. 


ITS-RBn. 

ITS-RBn. 

ITS-RBn. 


Direct.... 

2500 

T-dn.... 

300-1 

300-1 

200 

Direct. 

2600 

C-d. 

1000-1 

1000-1 

1000 - 1 H 

Direct.. 

2500 

C-n__ 

1000-2 

1000-2 

1000-2 



S-d-35.. 

600-1 

600-1 

600-1 



S-n-35... 

600-2 

600-2 

600-2 



A-dn. 

1000-2 

1000-2 

1000-2 


Radar vectoring authorized in accordance with approved patterns. 

Procedure turn E side of crs, 169° Outbnd, 349° Inbnd, 2500' within 10 miles. 

Minimum altitude over facility on final approach crs, 1800'. 

Crs and distance, facility to airport, 349°—5.2 miles. 

wo if C0I *tact n °t established upon descent to authorized landing minimums or if landing not accomplished within 5.2 miles after passing ITS Rbn, climb to 2600' on 
crs of 349° from ITS RBn within 20 miles. ’ 

Note: Authorized for military use only, except by prior arrangements. 
caution: High terrain 1.7 miles E of airport with tower, elevation 1371'. 

City, Huntsville; State, Ala.; Airport Name, Redstone (Army); Elev., 682'; Fac. Class., MIIW; Ident., ITS; Procedure No. 1, Arndt. 3; Eff. Date, 4 Jan. 64; Sup. Arndt. No. 2; 

Dated, 16 Feb. 63 


Sweetwater Int. 
Howard Int 
Knoxville RBn. 

Rasar Int_ 

Loudon Int 
tysvor..;: - 
Tallassee Int.... 


LOM___ 

Direct.. 

3000 

T-dn.. 

300-1 

300-1 

LOM_______ 

Direct_ 

4000 

C-d 

500-1 

600-1 

LOM____ 

Direct_ 

2500 

C-n . 

50O-1M 

500-1M 

LOM____ 

Direct_ 

3700 

S-dn^L 

400-1 

400-1 

LOM_ 

Direct_ 

2500 

A-dn. 

800-2 

800-2 

LOM__ 

Direct_ 

2500 




LOM_____ 

Direct.. 

2500 





200-K 

500-1H 

500-1M 

400-1 

800-2 


Prri^, VCCt * orin ^^ uthorized in accordance with approved patterns. 

ll h r P side sw crs » 225 ° Outbnd, 045® Inbnd, 2500' within 10 miles. 
alt itudc over facility on final approach crs, 2500'. 

If vismi d St ? nce ’ faeility t0 airport, 045°—5.4 miles. 

until artpMished upon descent to authorized landing minimums or if landing not accomplished within 5.4 miles after passing LOM, climb on heading 045° 

Conti™,? u v? faring from TS Rbn. 

climb to 3000' onR^oeg^rY^VOR Rbn within 20 miles or » whc n directed by ATC, turn left, climb to 3000' on 350° bearing from TS Rbn within 20 miles, or 

Clt >, Knoxville; State, Tenn.; Airport Name, McGhee-Tyson; Elev., 989'; Fac. Class., LOM; Ident., TY; Procedure No. 1 , Arndt. 21 ; Eff. Date, 4 Jan. 64; Sup. Arndt. No. 20 ; 

Dated, 4 May 63 


PROCEDURE CANCELLED, 
City ’ Nashville; State, Tenn.; 


EFFECTIVE 4 JAN. 1964. 

Airport Name, Nashville Municipal; Elev., 605'; Fac. Class., NOB; Ident., BA; Procedure No. 2, Arndt. Orig.; Eff. Date, 1 Sept. 62 


No. 248-- 4 
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RULES AND REGULATIONS 

ADF Standard Instrument Approach Procedure —Continued 


Transition 

Cellini 

1 and visibility minimums 

From— 

To- 

Course and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine or less 

More than 
2-engine, 
more than 
65 knots 

65 knots 
or less 

More than 
65 knots 

DMA VOR 

RMG Rbn (final). 

Direct. 

1600 

3000 

3000 

T-dn*. 

300-1 

800-2 

800-2 

300-1 

800-2 

800-2 

200-14 

800-2 

800-2 

Dalton Int 

RMG Rbn. 

Direct. 

C-dn*. 

TTpyinpcaw Tut’ 

RMG Rbn. 

Direct. 

A-dn#. 






Procedure turn W side of crs, 163° Outbnd, 343° Inbnd, 3000' within 10 miles. Beyond 10 miles not authorized. 

Minimum altitude over facility on final approach crs 1600'. 

Uvisual co n t ac? n^cs tablisheJ upon descentTo authorized landing minimums or if landing not accomplished within 2.6 miles after passing RMG Rbn, climb to 3500' on 
003° crs within 16 miles. . , , 

Note: Contact Atlanta FSS by transmitting on appropriate frequency and receive on VOR frequency for IFR clearances. 

Caution: Unlighted trees and terrain 1182' 114 miles WNW of airport. .. . . . . ... 

#Alternate minimums authorized only when U.S. Weather Bureau weather service available from 0600—1400E except for air carriers provided they have approval of their 
arrangement for weather servioe. 

♦Night takeoffs and landings authorized for Runway 18-36 only. 

City Rome- State. Ga.: Airport Name. Russell Field: Elev., 644'; Fac. Class., MHW; Ident., RMG; Procedure No. 1, Arndt. 1; Eff. Date, 4 Jan. 64; Sup. Arndt. No. Orig.; 

Dated, 22 Aug. 63 


SX-LFR 

LOM . 

Direct. 

2600 

T-dn*. 

300-1 

300-1 

200-14 

SUX-VOR 

LOM . 

Direct. 

2600 

C-dn_ 

500-1 

600-1 

600-114 





S-dn-31. 

400-1 

400-1 

400-1 





A-dn. 

800-2 

800-2 

800-2 


Procedure turn E side SE crs, 127° Outbnd, 307° Inbnd, 2600' within 10 miles. 

Minimum altitude over facility on final approach crs, 2600'. 

Crs and distance, facility to airport, 307°—6.3 miles. .... „ „ . , . ntnn , OA , 0 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished within 5.3 miles after passing LOM, climb to 2400 on crs 307 
from LOM within 20 miles or, when directed by ATO, turn left and climb to 3000' on W crs SX-LFR within 20 miles. 

Caution: Terrain 1318' 1.4 miles ENE of airport. 

Other change: Deletes 11-mile DME arc to final approach crs. 

♦Air Carrier Note: 300-1 required for all takeoffs on Runway 4. 

City, Sioux City; State, Iowa; Airport Name, Sioux City Municipal; Elev., 1097'; Fac. Class., LOM; Ident., SU; Procedure No. 1, Arndt. 7; Eff. Date, 4 Jan. 64; Sup. Arndt. 

No. 6; Dated, 29 Sept. 62 


FSD RBn 

LOM. 

Direct. 

2700 

T-dn*. 

300-1 

300-1 

200-14 

FSD-VOR 

LOM. 

Direct . 

2700 

C-dn. 

500-1 

600-1 

500-114 

Bestland INT0 

LOM. 

Direct_ 

2700 

S-dn-3. 

500-1 

500-1 

600-1 

Lennox Int$ __ _ _ 

LOM. 

Direct. 

2700 

A-dn. 

800-2 

800-2 

800-2 








_ 


Procedure turn S side of crs, 206° Outbnd, 026° Inbnd, 2700' within 10 mi. 

Minimum altitude over facility on final approach crs, 2500'. 

Crs and distance, facility to airport, 026°—3.7 miles. 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished within 3.7 miles after passing LOM, climb 
from LOM within 20 miles. 

Caution: Tower 1628' 1.5 miles NE of LOM. 

Other change: Deletes 17-mile DME arc to final approach crs. 

*300-1 required for takeoff Runway 15. 

^Bestland Int: Int FSD VOR R-160 and 115° bearing from FS LOM. 

$ Lennox Int: Int FSD VOR R-222 and 267° bearing from FS LOM. 

City, Sioux Falls; State, S. Dak.; Airport Name, Joe Foss Field; Elev., 1426'; Fac. Class., LOM; Ident., FS; Procedure No. 1, Arndt. 8; Eff. Date, 4 Jan. 64; 

Dated, 15 June 63 


to 2700' on crs 02C' 


Sup. Amdt. No. 7; 


LOM. 

Direct_ _ ___ 

1800 

T-dn. 

300-1 

300-1 

LOM . 

Direct. .. 

1800 

C-dn. 

400-1 

600-1 

LOM. 

Direct.. 

1800 

S-dn-36. 

400-1 

400-1 

LOM.. 

Direct. __ _ 

1800 

A-dn. 

800-2 

800-2 

LOM. 

Direct. 

1800 





TLH-VOR_ 

TLH-RBn. 

Camp Int*.. 

Creek Int_ 

Jackson Int_ 


200-tf 

600-ltf 

400-1 

800-2 


Procedure turn E side of crs. 178° Outbnd, 358° Inbnd, 1300' within 10 miles. 

Minimum altitude over facility on final approach crs, 1200'. 

Crs and distance, facility to airport, 368°—4.1 miles. . , d t0 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished within 4.1 miles after passing LOM, climb straigm aue» 
1800' on a course of 358® from LOM within 15 miles or, turn right climbing to 1800' and proceed to the TLH-VOR via R-243. 

♦Camp Int: Int R-152 TLH-VOR and 090® crs from LOM. 

City, Tallahassee; State, Fla.; Airport Name, Tallahassee Municipal; Elev., 81'; Fac. Class., LOM; Ident., TL; Procedure No. 1, Amdt. 4; Eff. Date, 4 Jan. 64; Sup. Amdt* 

No. 3; Dated, 27 July 63 _ _ 

200-14 
700-1 
700-2 
700 1 
700-2 
800-2 


Waterville Int. 

UTIRBn.. 

Direct. 

3400 

3000 

UCA VOR..... 

UTI RBn (Final)... 

Direct. 

# 




T-dn.. 

C-d___ 

C-n... 

S-d-33. 

S-n-33. 

A-dn. 


300-1 

700-1 

700-2 

700-1 

700-2 

800-2 


300-1 

700-1 

700-2 

700-1 

700-2 

800-2 


The following minimums apply if Utica OM and 

C^.“:? d i 400-11 500-11 

S-dn-33*. 400-1 4<XH 4(Ah 


Radar vectoring utilizing Grlffiss RAPCON authorized in accordance with approved patterns. 

Procedure turn E side of crs, 149° Outbnd, 329° Inbnd, 3200' within 10 miles of UTI KBn. 

Minimum altitude over facility on final approach crs, 3000'. 

Crs and distance, facility to airport, 329°—7.3 miles; Utica OM to airport, 329°—3.8 miles. q « miles after 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished within 7.3 miles after passing UTI RBnora.o 
passing Utica OM, make climbing left turn to 3200', return direct to UTI RBn. Hold SE of UTI RBn, 329® Inbnd, right turns, 1 minute. 

♦Dual ADF equipment required. Do not descend below 1440'until after passing Utica OM. (Radar fix may be substituted for Utica OM.) „ 

City, Utica; State, N.Y.; Airport Name, Oneida County; Elev., 742'; Fac. Class., MHW; Ident., UTI; Procedure No. 1, Amdt. 4; Eff. Date, 4 Jan. 64; Sup. Amdt. No* • 

Dated, 9 Nov. 63 
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3. By amending the following very high frequency omnirange (VOR) procedures prescribed in § 97.11(c) to read: 

VOR Standard Instrument Approach Procedure 

Bearings, headings, courses and radials are magnetic. Elevations and altitudes are in feet MSL. Ceilings are in feet above airport elevation. Distances are in nautical 
miles unless otherwise indicated, except visibilities which are in statute miles. 

If an instrument approach procedure of the above type is conducted at the below named airport, it shall be in accordance with the following instrument approach procedure, 
unless an approach is conducted in accordance with a different procedure for such airport authorized by the Administrator of the Federal Aviation Agency. Initial approaches 
shall be made over specified routes. Minimum altitudes shall correspond with those established for en route operation in the particular area or as set forth below. 



Transition 



Ceiling and visibility minimums 

From— 

To— 

Course and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine or less 

More than 
2-engine, 
more than 
65 knots 

65 knots 
or less 

More than 
65 knots 





T-dn. 

1000-1 

1000-1 

1000-1 





C-d. 

1000-1 

1000-2 

1000-2 





C-n. 

1000-2 

1000-3 

1000-3 





A-dn. 

1500-2 

1500-3 

1500-3 


Procedure turn W side of crs, 033° Outbnd, 213° Inbnd, 3800' within 10 miles. 

Minimum altitude over facility on final approach crs, 2800'. 

Crs and distance, facility to airport, 213°—1.5 NM. 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished within 1.5 miles after passing the AOO VOR, climb straight 
ahead on the R-213 of the Altoona VOR to 4500' within 10 miles, return to AOO VOR, hold NE, 213° Inbnd. 

Am Carrier Notes: Reduction in visibility not authorized below 1 mile for 65 knots or less aircraft; not authorized below 2 miles for aircraft of more than 65 knots. No 
tower communications at airport. Contact Altoona radio for ATC clearance. 


City, Altoona; State, Pa.; Airport Name, Blair County; Elev., 1503'; Fac. Class., BVOR; Ident., AOO; Procedure No. 1, Arndt. 1; Efif. Date, 4 Jan. 64; Sup. Arndt. No. Orig.; 

Dated, 24 Oct. 69 





T-dn. 

300-1 

300-1 

#200-H 




C-dn. 

600-1K 

700-1 

700-2 




A-dn. 

800-2 

800-2 

800-2 


Procedure turn E side of crs, 162° Outbnd, 332° Inbnd, 3000' within 10 miles. 

Minimum altitude over facility on final approach crs, 2000'. 

Crs and distance, facility to airport, 332—4.9. 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished within 4.9 miles after passing CHA-VOR, climb to 3000' on 
CHA-VOR R-009 within 15 miles or, when directed by ATC, turn right and return to CHA-VOR at 3000'. 

Caution: Due high terrain and towers, aircraft with limited climb capability departing on routes W through N, should request clearance to climb on a track of 016° or 196° 
from LMM to 3000' before continuing climb on crs. 

ITakeoff on Runways 14-32 with less than 300-1 not authorized. 


City, Chattanooga; State, Tenn.; Airport Name, Lovell Field; Elev., 682'; Fac. Class., BVORTAC; Ident., CHA; Procedure No. 1, Amdt. 4; Eff. Date, 4 Jan. 64; Sup. Arndt. 

No. 3; Dated, 17 Nov. 62 


Cross City RBn. 

CTY-VOR. 

Direct. 

1600 

T-dn. 

300-1 

300-1 





C-dn. 

400-1 

500-1 





S—dn-31__ 

400-1 

400-1 





A-dn*. 

NA 

NA 


200-H 

600-1H 

400-1 

NA 


Procedure turn E side, 120° Outbnd, 300° Inbnd, 1600' within 10 miles. 

Minimum altitude over facility on final approach crs, 600'. 

Crs and distance, facility to airport, 300°—3.2 miles. 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished within 3.2 miles after passing CTY VOR, climb to 1600' 
on K-300 within 20 miles. 

Note: ’Weather not available to the public. 

City, Cross City; State, Fla.; Airport Name, Cross City; Elev., 42 / ; Fac. Class., BVOR; Ident., CTY; Procedure No. 1, Amdt. 8; Eff. Date, 4 Jan. 64; Sup. Amdt. No. 7; Dated. 

21 July 62 





T-dn.. 

500-1 

NA 

NA 




r-Hn 

800-1 

NA 

NA 




A-dn. 

NA 

NA 

NA 


Procedure turn E side crs, 152° Outbnd, 332° Inbnd, 7000' within 10 miles. 

Minimum altitude over facility on final approach crs, 6700'. 

Crs and distance, facility to airport, 336°—4.0 miles. 

on R iK 9 ^u£? D on Ct *?, ot estab lished upon descent to authorized landing minimums or if landing not accomplished within 4 miles after passing VOR, turn left, climb to 7000' 
in 20 ™les. Not authorized for air carrier use. Airport unattended and frequently in poor condition. 

Note: No weather available at airport. 

City, Dubois; State, Idaho; Airport Name, Dubois Municipal; Elev., 5123'; Fac. Class., BVOR; Ident., DBS; Procedure No. 1, Amdt. 3; Eff. Date, 4 Jan. 64; Sup. Amdt. No. 

2; Dated, 27 Oct. 62 




T-dn. 

300-1 

300-1 

300-1 



C-d*. 

900-1 

900-1 

900-1 H 



C-n*. 

900-2 

900-2 

900-2 



A-dn. 

900-2 

900-2 

900-2 


MiiTimirm ^ N side of crs 218° Outbnd, 038° Inbnd, 1600' within 10 miles. 

CrS^S ^titude over facility on final approach crs, 1100'. 

If visual ™ t ? n ? e * facilit y to airport, 038°—8.4 miles. 

1500' direct to HQMVOR* abUshed upon desce nt to authorized landing minimums or if landing not accomplishedwithin 8.4 miles after passing HQM VOR, turn right, climb to 

•IScSw 0 ' h i" s N and N E of airport. 

Cit H mg an<1 maneuvering be executed S of Runway 6/24. 

Hoquiam; State, Wash.; Airport Name, Bowerman; Elev., 14'; Fac. Class., H-BVOR; Ident., HQM; Procedure No. 1, Amdt. 2; Eff. Date, 4 Jan. 64; Sup. Amdt. No. l; 

Dated, 4 Nov. 61 
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RULES AND REGULATIONS 


VOR Standard Instrument Approach Procedure —Continued 


Transition 

Cellini 

1 and visibility min1mnm.<» 

From— 

To- 

Course and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine or less 

More than 
2-engine, 
more than 
65 knots 

65 knots 
or less.. 

More than 
65 knots 





T-dn__ 

C-dn.. 

A-dn. 

300-2 

600-2 

800-2 

300-2 

600-2 

800-2 

300-2 

600-2 

800-2 


Procedure turn E side of crs, 168° Outbnd, 348° Inbnd, 2700' within 10 miles. 

Minimum altitude over facility on final approach crs, 1800'. 

Crs and distance, facility to airport, 348°—1.8 miles. 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished within 1.8 miles after passing MLC VOR, climb to 2200' 
on crs of 347° within 20 miles. 

Caution: 1040' hill, 1 mile NW of airport. 

Air Carrier Note: Sliding scale not authorized, no reduction in minimums for local condition or on cargo and ferry flights. 

City McAlester: State, OklaAirport Name, New Municipal; Elev., 770'; Fac. Class, BVORTAC; Ident., MLC; Procedure No. 1, Arndt. 5; Efl. Date, 4 Jan. 64; Sup. Arndt. 
’ No. 4; Dated, 9 Nov. 57 


SVM-VOR 

PTK-VOR . 

Direct. 

2800 

T-dn.. 

300-1 

300-1 

200-H 

FNT-VOR 

PTK-VOR.. 

Direct.. 

2800 

C-dn.... 

500-1 

600-1 

500-1H 

Russell Int 

PTK-VOR (final).... 

Direct. 

1800 

A-dn*__. 

NA 

NA 

NA 








. 


Procedure turn S side final approach crs, 274° Outbnd, 094® Inbnd, 2800' within 10 miles. 

Minimum altitude over facility on final approach crs, 1800'. 

Crs and distance, facility to airport, 119°—4.9 miles. . , .. .. . 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished within 4.9 miles after passing PTK-VOR, make climbing left 
turn to 3000' on heading 030° to intercept PTK R-084 then proceed to Allen Int or when directed by ATC make left turn to 2800' and return to PTK VOR. 

Notes: 1. Final approach from holding pattern at VOR not authorized. Procedure turn required. 2. No weather available. 

*800-2 alternate m inimums authorized for air carriers with approved weather service at this airport. 

Citv Pontiac: State. Mich.; Airport Name, Pontiac Municipal; Elev., 974'; Fac. Class., BVOR; Ident., PTK; Procedure No. 1, Arndt. 5; Efl. Date, 4 Jan. 64; Sup. Arndt. 

No. 4; Dated, 12 Oct. 63 


TKA RBn 

TKA VOR.... 

Direct. 

2300 

T-dn... 

300-1 

300-1 

200-H 





C-dn. 

600-1 

500-1 

500-1)4 





A-dn.. 

800-2 

800-2 

800-2 


Procedure turn W side of crs. 156° Outbnd, 336° Inbnd, 2300' within 10 miles. Nonstandard due to terrain. 

Minimum altitude over facility on final approach crs, 975'. 

Crs and distance, facility to airport, 345°—1.1 miles. , ... OOAA , 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished within 0.0 mile of TKA VOR, turn left, climb to 2300 on 
R-156 within 10 miles. 

Caution: 1. 575' terrain 1.1 miles S of airport. 2. Mountain range NE through SE within 2 to 4 miles of airport rises to 1400'. 

City, Talkeetna; State, Alaska; Airport Name, Talkeetna; Elev., 358'; Fac. Class., H-VOR; Ident., TKA; Procedure No. 1, Arndt. Orig.; Efl. Date, 4 Jan. 64, or upon com¬ 
missioning of facility 


Barclay Int 
Gerell Int.. 
ACT VOR. 


TPL-VOR. 

TPL-VOR (final) 
Gerell Int. 


Direct. 

Direct. 

Direct. 


2100 

1600 

2100 


T-dn. 

C-dn_ 

A-dn#___. 


300-1 

300-1 

500-1 

500-1 

800-2 

800-2 


200-M 

600-1 H 
800-2 


Procedure turn E side of crs, 339° Outbnd, 159° Inbnd, 2100' within 10 miles. Nonstandard to avoid restricted area R-6302. All turns to be made on E side of crs. 
Minimum altitude over facility on final approach crs, 1600'. 

Crs and distance, facility to airport, 159°—3.1 miles. , , , „ lim b 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished withm 3.1 miles after passing TPL-v OK, turn ieu, wuui# 
to 2000' and return to TPL-VOR via R-159. 

Note: S-dn-15 not authorized until further notice. 

Caution: Extensive runw'ay and taxiway construction in progress. Pilots are urged to check current notices to airmen concerning TPL airpcrt. 

#Alternate use authorized for air carriers only. No public weather service available. 

City, Temple; State, Tex.; Airport Name, Draughton-Mfiler Municipal; Elev., 698'; Fac. Class., BVOR; Ident., TPL; Procedure No. 1, Arndt. 5; Efl. Date, 4 Jan. 64 , Sup. 

Amdt. No. 4; Dated, 22 June 63 


V 
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4. By amending the following terminal very high frequency omnirange (TerVOR) procedures prescribed in § 97.13 to read: 

Terminal VOR Standard Instrument Approach Procedure 

Bearings, headings, courses and radials are magnetic. Elevations and altitudes are in feet MSL. Ceilings are In feet above airport elevation. Distances are in nautical 
miles unless otherwise indicated, except visibilities which are in statute miles. 

If an instrument approach procedure of the above type is conducted at the below named airport, it shall be in accordance with the following instrument approach procedure, 
unless an approach is conducted in accordance with a different procedure for such airport authorized by the Administrator of the Federal Aviation Agency. Initial approaches 
shall be made over specified routes. Minimum altitudes shall correspond with those established for en route operation in the particular area or as set forth below. 


Transition 

Ceiling and visibility minimums 

From— 

To- 

Course and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine or less 

More than 
2-engine, 
more than 
66 knots 

65 knots 
or loss 

More than 
66 knots 

port Myers RBn. _____ 

FMY-VOR. 

Direct. 

1600 

T-dn_. 

300-1 
600-1 
600-1 
800-2 
ed with VO I 
dentified, tl 

1 400-1 | 

400-1 

300-1 

600-1 

600-1 

800-2 

l and ADF i 
le following 

1 600-1 1 
400-1 

200-M 

600-1H 

600-1 

800-2 

eccivers and 
minimums 

1 500-1H 

400-1 




C-dn.. 

S-dn-4. 

A-dn. 

If aircraft equipp 
FMY RBn i 

cX' y: . 

S-dn-4. 


Procedure turn S side of crs, 214° Outbnd, 034° Inbnd, 1600' within 10 miles. 

Minimum altitude over FMY RBn on final approach crs, 600 7 ; over FMY-VOR, 400 7 . 

Crs and distance, FMY RBn to breakoff point, 034°—3.3 miles; breakoff point to approach end of runway, 046°—0.8 mile. 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished within 0.0 mile of VOR, make right turn, intercept R-060 
FMY VOR, climb to 1600' within 20 miles of FMY VOR. 

City, Fort Myers; State, Fla.; Airport Name, Page Field; Elev., 17'; Fac. Class., BVOR; Ident., FMY; Procedure No. TerVOR-4, Amdt. 1; Eff. Date, 4 Jan. 64; Sup. 

Arndt. No. Orig.; Dated, 6 May 62 


FDK-VOR_ 

Direct 

2300 




Sugar Loaf Int.. 


T-dn. 300-1 

O-dn. 600-1 

S-d-23. 600-1 

A-dn_ NA 

If Mount Pleasant Int* received, minimums become; 
S-d-23.1 600-1 I 600-1 I NA 


Procedure turn E side of crs, 039° Outbnd, 219° Inbnd, 2300' within 10 miles. 

Minimum altitude over facility on final approach crs, 800'.* 

Crs and distance, facility to airport, 219°—0.3 mile; breakoff point to runway, 219°—0.3 mile. 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished within 0.0 mile of VOR, make a left climbing turn to 2300'. 
return to * DK-VOR, hold NE on R-039, 1-minute left turns. 

Caution: 710' antenna 3.8 miles W of airport boundary. 

•Mount Pleasant Fix: R-039 Frederick, Md., VOR and R-275 Westminster VOR. 

City, Frederick; State, Md.; Airport Name, Frederick Municipal; Elev., 304'; Fac Class., BVOR; Ident., FDK; Procedure No. TerVOR-23, Amdt. 1; Eff. Date, 4 Jan 64* Sup 

Amdt. No. Orig.; Dated, 3 Mar. 62 


2600 

T-dn.. 

300-1 

300-1 

2600 

C-d.- 

1000-1 

1000-1 

1700 

C-n. 

1000-2 

1000-2 


S-d-17.. 

500-1 

600-1 


S-n-17. 

600-1 

600-1 


A-dn.. 

1000-2 

1000-2 


HSV VOR. 
HSV VOR. 
Ballard Int. 


Rocket Int#.. 
Ballard Int 2 
Rocket Int/F 
(final). 


[ or abeam HUA Rbn 


Direct.__ 

Direct.._ 

Direct. 


200-H 

1000-1 

1000-2 

600-1 

600-1 

1000-2 


Radar vectoring authorized in accordance with approved patterns, 
procedure turn W side of crs, 349° Outbnd, 169° Inbnd, 2600' within 10 miles of Rocket Int.# 

altitude over Ballard Int on final approach crs, 2100'; over Rocket Int, 1700';* over HUA VOR, 1200'. 

If vki i ^stance Rocket Int to airport, 169°—3.5 miles; breakoff point to runway 167°—0.5 mile, 
and clhnh descent *> authorized landing minimums or if landing not accomplished within 0.0 mile of HUA VOR, make right-climbing turn 

n»TTirii rC? , on du A K-349 within 20 miles. 

NnTp 1 . 0 ?;,® 1 ' 7 miles E of airport with tower, elevation 1371'. 

, ? , °ri^ ed militarv use only, except by prior arrangements. 

%Baliard Int'^HUA^R^^^ant^HS^V^R-^ 5 ma ^ *** b ° ldentified on flnal b ? Rocket FM or abeam HUA Rbn). 

‘Descent below 2100' not authorized unless Ballard Int identified on final. 

City,Huntsville; State, Ala.; Airport Name, Redstone (Army); Elev. ; 68£; Fac. Class., VOR; Ident., HUA; Procedure No. TerVOR-17, Amdt. 5; Eff. Date, 4 Jan. 64; Sup. 


Amdt. No. 4; Dated, 16 Feb. 63 


HSV VOR . 


HUA VOR. 

Direct_ 

2600 

T-dn 

300-1 

300-1 



C-d. 

1000-1 

1000-1 




C-n. 

1000-2 

1000-2 




S-d-35. 

700-1 

700-1 




S-n-35. 

700-2 

700-2 




A-dn. 

1000-2 

1000-2 


200-H 

1000-1 Vi 
1000-2 
700-1 
700-2 
1000-2 


within 10 miles of Whitesburg FM/RBN. 


Bro^u?f\?yi? g i i ? u 1 t j lor l zed in accordance with approved patterns. 

MSumiuu.n Slde of 166 ° Outbnd, 346° Inbnd, 2500' withii 
Min mum l & ovcr Whitesburg FM/ttBN 1800'. 

Crs anddisiin“ d w°^? r gUA VOR on flnal 1300'. 

II visual FM/RBN to HUA VOR, 5.2 miles. 

postag Whitesburg FM/rrm.u™k?° : ^SS C 0nt J°.!SS?f , . I0< l!S di ]!? “!! nlmums or if landing not accomplished within 0.0 mile after passing HUA VOR, or 5.2 miles after 
Notes: Whitefw..' vM* v» CUrab t0 2 °00' on R-349 HUA within 20 miles. 

Caution: Hlvh £Li ^“jsmits continuous dots. Authorized for military use only, except by prior arrangement. 

City Hun 8 * ™ 1,7 mUes E of airport tower » elevation 1371'. 

SV1 e, State, Ala.; Airport Name, Redstone (Army); Elev., 682'; Fac. Class.,VOR; Ident., HUA; Procedure No. TerVOR-35, Amdt. 3; Eff. Date, 4 Jan 64* Sud. 

Amdt. No. 2; Dated, 16 Feb. 63 

























































































14234 


RULES AND REGULATIONS 


Terminal VOR Standard Instrument Approach Procedure —Continued 


Transition 

Ceiling and visibility minimums 

From— 

To— 

Course and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine or less 

More than 
2-engine, 
more than 
65 knots 

65 knots 
or less 

More than 
65 knots 

Sunol Int.... 

SJC-VOR. 

Direct 

#5000 

#5000 

#4500 

4000 

3500 

3000 

2000 

700 

T-dn* 

300-1 

600-1 

600-1 

800-2 

300-1 

600-1 

600-1 

800-2 

2004* 

600-1}* 

600-1 

800-2 

Mount Hamilton Int. 

SJC-VOR... 

Direct 

C-dn. 

Saratoga Int... 

SJC-VOR. 

Direct 

R-dn-12R 

OSI-VOR. 

SJC-VOR____ 

Direct 

A-dn 

Lick Int.. 

SJC-VOR. 

Direct 


OAK-VOR. 

SJC-VOR. 

Direct 

SFO-VOR.. 

Agnew Int... _ 

Direct 

Agnew Int.. 

SJC-VOR (final).. 

Direct 





Radar vectoring authorized in accordance with approved patterns. 

Procedure turn W side of crs. 308° Outbnd, 128° Inbnd, 2000' within 10 miles. 

Minimum altitude over facility on final approach crs, 700'. 

Facility on airport. 

Crs and distance, Agnew Int to airport, 128°—5.4 miles; breakoff point to Runway 12R, 122°—0.4 mile. 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished within 0.0 mile of VOR, turn left, climb to 2000' on R-308 
within 15 miles. 

Air Carrier Note: No reduction in visibility minimums authorized, except for alternate visibility minimums. 

^Shuttle descent to 4000' wifi be accomplished in a 1-minute holding, 300° Outbnd, 120° Inbnd, left turns. 

*500-1 required when taking off on Runways 12 R-L. 

City, San Jose; State, Calif.; Airport Name, San Jose Municipal; Elev., 56'; Fac. Class., VOR; Ident., SJC; Procedure No. TerVOR-12R, Arndt. 4; Eff. Date 4 Jan 64- 

Sup. Arndt. No. 3; Dated, 26 Oct. 63 ’ 

5. By amending the following instrument landing system procedures prescribed in § 97.17 to read: 

ILS Standard Instrument Approach Procedure 

Bearings, headings, courses and radials are magnetic. Elevations and altitudes are in feet MSL. Ceilings are in feet above airport elevation. Distances are in nautical 
miles unless otherwise indicated, except visibilities which are in statute miles. 

If an instrument approach procedure of the above type is conducted at the below named airport, it shall be in accordance with the following instrument approach procedure, 
unless an approach is conducted in accordance with a different procedure for such airport authorized by the Administrator of the Federal Aviation Agency. Initial approaches 
shall be made over specified routes. Minimum altitudes shall correspond with those established for en route operation in the particular area or as set forth below. 


Transition 

Ceiling and visibility minimums 

From— 

To— 

Course and 
distance 

Minimum 

altitude 

(feet) 

Condition . 

2-engine or less 

More than 
2-engine, 
more than 
65 knots 

65 knots 
or less 

More than 
65 knots 

BIL VOR... 

LOM. 

Direct 

5300 

5300 

5300 

6000 

5300 

5300 

5000 

T-dn* 

300-1 

400-1 

200-H 

600-2 

300-1 
500-1 
200-M 
600-2 

200-H 

500-1}* 
2004 * 
600-2 

BIL RBn.. 

LOM. 

Direct 

n-dn 

Park City. FM._... 

LOM. 

Direct 

S-dn-9#_ 

A-dn 

Musselshell Int. 

LOM. 

Direct 

Rapelje DME Int**. 

LOM. 

Direct 


Ryegate Int... 

LOM.. 

Direct 

12-mile DME fix R-284 BIL VOR.. 

W crs ILS (final). 

Via R-284 BIL- 
VOR. 


Procedure turn S side of crs, 275° Outbnd, 095° Inbnd, 5300' within 10 miles. Not authorized beyond 10 miles. 

Minimum altitude at glide slope int Inbnd, 5000'. 

Altitude of glide slope and distance to approach end of runway at OM 4894 —4.0 miles; at MM 3815—0.6 mile. 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished climb to 5200' on SE crs of the ILS within 15 miles or, when 
directed by ATC, climb to 5300' on R-055 BIL-VOR within 20 miles, or climb to 5300' on R-114 BIL-VOR within 20 miles. 

Other change: Deletes transition from 12-mile DME fix on W crs ILS to LOM (final). 

•Takeoff below 300-1 not authorized on Runways 4-22 and 16-34. 

•♦Rapelje DME Int: Int BID-VOR R-284 and 25-mile DME fix. 

#400-1 required when glide slope not utilized. 


City, Billings; State, Mont.; Airport Name, Logan Field; Elev., 3606'; Fac. Class., ILS; Ident., I-B1L; Procedure No. ILS-9, Arndt. 7; Eff. Date, 4 Jan. 64; Sup. Arndt. No. 6; 

Dated, 9 Nov. 63. 


Holston Mountain VOR. 

Int BLA R-200and 306° bearing to LOM.. 

Telford Int.... 

Yuma Int. 

Hilton Int.... 

Green dale Int*... 

Damascus Int. 

Int HMV R-007 and 270° bearing to LOM. 


Int BLA R-200 and 306° bearing to 

Direct.. 

6000 

T-dn. 

300-1 

LOM. 

Direct. 

6000 

C—dn#_ 

700-1 

LOM (MHW).. 

Direct__ 

3600 

S-dn-22#% 

400- % 

LOM (MHW). 

Direct.... 

3600 

A-dn 

800-2 

LOM (MHW). 

Direct.... 

4000 


LOM (MHW). 

LOM (final)##_ 

Direct. 

Direct_ 

6000 

4000 



Int HMV R-007 and 270° bearing to 

Direct. 

6000 



LOM. 





LOM (MHW).. 

Direct.. 

3600 




300-1 

800-1 

400-X 

800-2 


•♦200-Jf 

800-ltf 

400 M 
800-2 


Procedure turn E side of crs, 044° Outbnd, 224° Inbnd, 3600' within 10 miles. Beyond 10 miles not authorized. Nonstandard due to terrain NW. 

Minimum altitude at glide slope interception Inbnd, 3600'.## 

Altitude of glide slope and distance to approach end of runway at OM, 3462'—5.9 miles; at MM, 1742'—0.6 mile. hftn 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished climb to 4000' on crs 224° from LOM within 20 miles or, wuuu 
directed by ATC, turn right, climb to 4000' on HMV R-291 to Yuma Int. rrwy 

Caution: Abrupt changes in terrain elevations adjacent to procedure areas NW. Due high terrain, aircraft with limited climb capability departing on routes via 
VOR should request clearance to climb on a track of 044° from Boone RBn or 224° from LOM to 4000' before continuing climb on crs. 

♦Greendale Int: Int BLA R-187 and TRI ILS NE crs. 

** Runways 4 and 22 only. . 

%600-1 required when glide slope not utilized and aircraft must maintain 2400' or above until passing Beaver Int.® 500-1 required when approach lights inoperative. 
@Beaver Int: Int TRI ILS 044° and HMV R-296. 

#No reduction of any landing ceiling or visibility minimum is authorized. 

##Descent from 4000' may be made on glide slope or SW of HMV-VOR R-332 on final. 

City, Bristol; State, Tenn.; Airport Name, Tri-City Municipal; Elev., 1519'; Fac. Class. ILS; Ident., I-TRI; Procedure No. ILS-22, Arndt. 6; Eff. Date, 4 Jan. 64; Sup. Anrit 

No. 6; Dated, 13 Apr. 63 
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ILS Standard Instrument Approach Procedure —Continued 


Transition 

Celling and visibility minimums 

From— 

To— 

Course and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine or less 

More than 
2-engine, 
more than 
65 knots 

65 knots 
or less 

More than 
65 knots 

North Chattanooga RBn____ 

Fort Oglethorpe Int*.. 

Direct.. 

3000 

3000 

2000 

T-dn_ 

300-1 

600-lK 

400-1 

800-2 

300-1 

700-lH 

400-1 

800-2 

#200-H 

700-2 

400-1 

800-2 

Chattanooga VOR __ 

Fort Oglethorpe Int*.._._ 

Direct.__ 

C-dn... 

PlilMrftmnm'ft Int _ _ _ 

Fort Oglethorpe Int* (final).. 

Direct... 

S-dn-1. 




A-dn. 



Procedure turn E side SW ers, 196° Outbnd, 016° Inbnd, 3000' within 10 miles of Fort Oglethorpe Int.* Beyond 10 miles not authorized. No glide slope. Minimum 
altitude over Fort Oglethorpe Int,* 2000'. 

Distance to approach end o! runway at Fort Oglethorpe Int * 4.6 miles. 

If visual contact not established upon descent to authorized landing minlmums or if landing not accomplished within 4.6 miles after passing Fort Oglethorpe Int,* climb to 
3000' on N E ers ILS within 20 miles. 

Caution: Due to high terrain and towers, aircraft with limited climb capability departing on routes W through N should reaucst clearance to climb on a track of 01G° or 
196° from LMM to 3000' before continuing climb on ers. 

#Tafeeoff on runways 14-32 with less than 300-1 not authorized. 

‘Fort Oglethorpe Int: Int SW ers CHA-ILS and CHA-VOR R-262. 

Other change: Deletes ILS OM to Fort Oglethorpe Int. 

City, Chattanooga; State, Tenn.; Airport Name, Lovell Field; Elev., 682'; Fac. Class., ILS; Ident., I-CHA; Procedure No. ILS-1, Arndt. 6; EfI. Date, 4 Jan. 64; Sup. Arndt. 

No. 6; Dated, 17 Nov. 62 


Haletown Int__«.__ 

CQN RBn... 

Direct. 

3400 

3000 

3400 

3000 

3400 

3400 

3400 

3000 

3000 

3000 

T-dn. 

300-1 
600-14 
200-K 
600-2 

300-1 

700-14 

200-4 

700-2 

Chattanooga VOR _ 

CQN RBn. 

Direct. 

C-dn. 

Dnnlap Int __ r _ r 

CQN RBn.... 

Direct. 

S-dn-19* 

Ohfoamauga Int_ __ _ _ _ _ 

CQN RBn... 

Direct_ __ 

A-dn 

Whitwftll Tnt _ ___ .. _ _ 

CQN RBn. 

Direct. 


Bridgeport Int_ _ .... 

CQN RBn. 

Direct___ 

Coalmont Int _ _. _ _ 

CQN RBn.... 

Direct_. 

Georgetown Int. __ _ 

CQN RBn..... 

Direct___ 

Crandall Int _ ...... _ 

CQN RBn. 

Direct_ 

Riceville Int.... 

CQN RBn... 

Direct_ 





#200-H 

700-2 

200-H 

700-2 


Procedure turn E side N ers, 016° Outbnd, 196® Inbnd, 3000' within 10 miles of CQN RBn. (Nonstandard due terrain W.) 

Minimum altitude at glide slope int Inbnd, 3000'. 

Altitude of glide slope and distance to approach end of runway at CQN RBn, 2940—7.7 miles; at OM, 1900'—4.1 miles; at MM, 890'—0.6 mile. 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished, climb to 3000' on S ers ILS within 15 miles or when 
directed by ATC, turn left and proceed direct to CHA-VOR at 2500'. 

Caution: Due to high terrain and towers, aircraft with limited climb capability departing on routes W through N, should request clearance to climb on a track of 016® 
or 196° from LMM to 3000' before continuing climb on ers. 

*j>0H4 required when glide slope not utilized. 600-1 required when glide slope and OM not utilized. 
fTakeoff on runways 14-32 witn less than 300-1 not authorized. 


City, Chattanooga; State, Tenn.; Airport Name, Lovell Field; Elev., 682'; Fac. Class., ILS; Ident., I-CHA; Procedure No. ILSM9, Arndt. 13; Eff. Date, 4 Jan 64; Sup Arndt. 

No. 12; Dated, 30 Nov. 63 


PROCEDURE CANCELLED EFFECTIVE 4 JAN. 1964 

City, Fargo; State, N. Dak.; Airport Name, nector; Elev., 900'; Fac. Class., ILS; Ident., I-FAR; Procedure No. ILS-17, Arndt. Orig.; Eff. Date, 3 Aug. G3 


Justin Int. 
Keller Int##. 
Joshua Int.. 


Keeler Int##___ 

Direct. 

2000 

2000 

2200 

T-dn 

300-1 

600-1 

300-4 

600-2 

300-1 

600-1 

300-4 

600-2 

OM (final)..... 

Direct.. 

C-dn 

OM... 

Via FTW ILS.... 

S-dn-17# 


A-dn. 



* 200 -H 
600-14 
300-U 
600-2 


ance tra ^ ion S 41 ? * 1 ?® 200()/ wl S3P 20 site. (Greater Southwest International Airport.) Radar control will provide 1000' vertical dear- 
airport ^ 3 UC r dius or 500 vertical clearance within a 3- to 5-mile (inclusive) radius of 1749' TV tower 6 miles SE; 1679' tower 7 miles SE; 2349' TV tower 24 miles ESE of 

Pr a ^ vcct . orinR T, ma I 1,0 used t0 Position A/C for final approach within 5 miles N of Rbn with elimination of procedure turn. 

vjjr® tl . 1 ™ E of ers 354° Outbnd 174° Inbnd 2000' within 10 miles of OM beyond 10 miles. Nonstandard due ATC requirements. 

Minimum altitude over facility on final approach ers 2000'. 
us and distance, facility to airport 174®—3.5 miles. 

Minimum aititude at glide slope int Inbnd, 2000'. 

If E of B , lld f sl °P e and distance to approach end of runway at OM 2000'—3.5 miles, at MM 950'—0.6 mile. 

No™T*Mvio Ct « not established upon descent to authorized landing minimums or if landing not accomplished, climb to 2000' on S ers ILS within 20 miles. 

AirVarrW“J 1 * * * * ” 111111 authorized altitude 8000'. #60(H4 required when glide slope not utilized. *300-1 required for takeoff Runways 9-97 and 13-31. 

0TE: deduction in landing minimums not authorized on cargo or ferry flights. 

. grain elevator 1.5 miles N and 990 7 grain elevator 1.9 miles N of airport, 
teller Int: Int of FTW ILS N CRS AND EWX R-O40 or QSW R-300-MAA 8000'. 

Clty ’ F ° rt Worth; State, Tex.; Airport Name, Meacham; Elev.,692'; Fac. Class., ILS; Ident., I-FTW; Procedure No. ILS-17, Arndt. 13; Eff. Date, 4 Jan. 64; Sup Arndt No 12* 
______ Dated, 25 June 59 ’ * * 

Sweetwater Int 

{toward hit . 

j^noxvillc RBn/.:. 

j^oxville VOR. 


LOM___ 

Direct.. . 

3000 

4000 

2500 

2500 

2500 

3700 

2500 

T-dn## 

300-1 

500-1 

500-14 

200-4 

GOO-2 

300-1 

500-1 

500-14 

200-4 

600-2 

LOM.. 

Direct 

C-d 

LOM. 

Direct 

O-n 

LOM.. 

Direct_ 

S-dn-4L* # 

LOM... 

Direct 

A -fin 

LOM. 

Direct 


LOM..... 

Direct... 


Loudon Int.".. 

pSduroft 01 "™ 1x1 accordance with approved patterns. 

Minimum si ? e SW ers, 225® Outbnd, 045® Inbnd, 2500' within 10 miles. 

AltiS of d f at gl,de {^Pe int Inbnd, 2500'. 

If visual contfto? S??® ^ ncc t0 a PP roach end of runway at OM 2485'—5.4 miles, at MM 1150'—0.6 mile. 

I s Kbn. Continue elimK 3$ d u ^ 0 d i? scc P t l ? authorized landing minimums or if landing not accomplished, climb on heading 045° until intercepting 070° bearing from 

20 miles, or climb to SonR^g^Yg^v^R wfthin^oTidles 1 ^ 11 WUhin 20 milcs 0r ’ wbcn directed by ATC » turn lcft » cHmb to 3000' on 350° bearing from TYS Rbn within 
#Rmiway q vknai When P Ud e slope not utilized. m CS * 

^arge flashers, oute/SnS^ 0 auth orized for landing on Runway 4L, provided all components of the ILS, high-intensity runway lights, approach lights, condenser dis- 

app roach lights has hw>n r ^c^Ku 0 u a ^ or ’ a ? d aI1 related airborne equipment are operating satisfactorily. Descent below 1189' shall not be made unless visual contact with the 
^Runway visual r o"!fe hed or the aircraft is clear of clouds. 

City Knoxvill s an ^ e also authorized for takeoff on Runway 4L in lieu of 200-H when 200-)^ Is authorized, provided high-intensity runway lights are operational. 

XV1 c, State, Tenn.; Airport Name, McGhee-Tyson; Elev., 989'; Fac. Class., ILS; Ident., I-TYS; Procedure No. ILS-4L, Arndt. 23; Eff. Date, 4 Jan. 64; Sup. Arndt. 

No. 22; Dated, 4 May 63 














































































































































14236 


RULES AND REGULATIONS 


ILS Standard Instrument Approach Procedure —Continued 


Transition 



Ceiling and visibility minimums 

From— 

To- 

Course and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine or less 

More than 
2-engine, 
more than 
65 knots 

65 knots 
or less 

More than 
66 knots 


PROCEDURE CANCELLED, EFFECTIVE 4 JAN. 1964. 

City New Orleans; State, La.; Airport Name, Moisant International; Elev., 3'; Fac. Class., ILS; Ident., I-MSY; Procedure No. ILS-28, Amdt. 3; Eff. Date, 24 Aug. 63; Sup. 

Amdt. No. 2; Dated, 11 Mar. 63 


Imperial VOR 

Highland Int__ 

IRL R-097.. 

3000 

3000 

3000 

3000 

T-dn**. 

300-1 

500-1 

200-H 

600-2 

300-1 

500-1 

200-*$ 

600-2 

Ellwood City VOR 

Highland Int...... 

EWC R-153_ 

C—dn__ 

Pittsburgh VOR 

Highland Int_ 

PIT R-027.. 

S-dn-28L*%#_ 

A-dn. 

Highland Tnt, _ 

GP LOM (final). 

Direct... 






200-*$ 

600-1)4 

200 -*$ 

600-2 


Radar vectoring authorized in accordance with approved patterns. 

Procedure turn N side of crs, 097° Outbnd, 277° Inbnd, 3000' within 10 miles of GP LOM. 

Minimum altitude at glide slope int Inbnd, 3000'. 

Altitude of glide slope and distance to approach end of runway at OM, 3000'—6.6 miles; at MM, 1390 —0.6 mile. 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished, climb to 3000' on W. crs of ILS to Clinton RBn. Ilold W 
right turns, 1-minute pattern, 097° Inbnd. _ _ _ _ A A ..... . , 

Caution: Runway 28-R Approach—Fluorescent street lighting aligned with Runway 28-R and terminating approximately % mile from runway, can be mistaken for runway 
lights. 

*400-% required with glide slope inoperative. 

%Runway visual range 2600' also authorized for landing on Runway 28L, provided all components of the ILS, high-intensity runway lights, approach lights, condenser 
discharge flashers, outer compass locator and all related airborne equipment are in satisfactory operating condition. Descent below 1368' shall not be made unless visual contact 
with the approach lights has been established or the aircraft is clear of clouds. 

♦♦Runway visual range 2600' also authorized for takeoff on Runway 28L in lieu of 200-M when 200-H Is authorized, providing high-intensity runway lights are operational. 
#S-dn-28L mean sea level altitude 1368' authorized for straight-in only. 

City Pittsburgh; State. Pa.; Airport Name, Greater Pittsburgh; Elev., 1203'; Fac. Class., ILS; Ident., I-GPB; Procedure No. ILS-28L, Amdt. 7; Eff. Date, 4 Jan. 64; Sup. 

Amdt. No. 6; Dated, 14 Dec. 61 


SX-LFR 

LOM... 

Direct. 

2600 

T-dn*. 

300-1 

300-1 

200-*$ 

SUX-VOR 

LOM. 

Direct. 

2600 

C-dn. 

500-1 

600-1 

600-1*$ 





S—dn—31__ __ 

200-*$ 

200-*$ 

200-*$ 





A-dn. 

600-2 

600-2 

600-2 


by 


Procedure turn E side SE crs, 127° Outbnd, 307° Inbnd, 2600' within 10 miles. 

Minimum altitude at glide slope int Inbnd, 2600'. 

Altitude of glide slope and distance to approach end of runway at OM, 2575'—5.3 miles; at MM, 1287'—0.5 mile. 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished climb 
ATC, turn left and climb to 3000' on W crs SX-LFR within 20 miles. 

Caution: Terrain 1318' 1.4 miles ENE of airport. 

Other change: Deletes 11-mile DME arc to final approach crs. 

♦Air Carrier Note: 300-1 required for all takeoffs on Runway 4. 


to 2400' on N W crs ILS within 20 mi or, when directed 


City, Sioux City; State, Iow r a; Airport Name, Sioux City Municipal; Elev., 1097'; Fac. Class., ILS; Ident., I-SUX; Procedure No. ILS-31; Amdt. 7; Eff. Date, 4 Jan. 64; Sup. 

Amdt. No. 6; Dated, 29 Sept 62 


TLH-VOR 

LOM. 

Direct. 

1800 

T-dn. 

300-1 

300-1 

TLH-RBn 

LOM. 

Direct. 

1800 

C-dn. 

400-1 

500-1 

Camp Tnt.* 

LOM. 

Direct.. 

1800 

S-dn-36#.. 

200-M 

200-*$ 

CrecK Int 

LOM. 

Direct___ 

1800 

A-dn. 

600-2 

600-2 

Jack. son Int_ _ _ _ 

LOM. 

Direct. 

1800 










_ 


200 -*$ 

500-1H 

200 -*$ 

600-2 


Procedure turn E side of crs, 178° Outbnd, 358° Inbnd, 1300' within 10 miles. 

Minimum altitude at glide slope int Inbnd, 1200'. 

Altitude of glide slope and distance to approach end of runway at OM, 1200'—4.1 miles; at MM, 265°—0.6 mile. 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished, climb to 1800' on N crs of ILS and 
or right turn climbing to 1800' and proceed to the TLH VOR via R-243. 

♦Camp Int: Int R-152 TLH-VOR and 090° crs from LOM. 

#400-% required when glide slope not utilized. 

City, Tallahassee; State, Fla.; Airport Name, Tallahassee Municipal; Elev., 81'; Fac. Class., ILS; Ident., I-TLH; Procedure No. ILS-36, Amdt. 4; 

Amdt. No. 3; Dated, 27 July 63 


proceed to Havana hit, 
Eff. Date,4Jan.64;Sup. 


Waterville Int_. 
UCA VOR. 


UTI RBn.. 

UTIRBn (final). 


Direct.. 

Direct.. 


3400 

3000 


T-dn. 

C-dn_ 

S-dn-33.. 
A-dn. 


300-1 

400-1 

200 -*$ 

600-2 


'With no glide slope 


300-1 

600-1 

200 -*$ 

600-2 


C-d. 600-1 600-1 

C-n. 600-2 600-2 

S-d-33.. 600-1 600-1 

S-n-33 . 600-2 600-2 

The following minimums apply with no 
Utica OM is received: ___ . 

C-dn*. 400-1 500-1 

S-dn-33*. 400-% 


200-*4 

600-1*4 
200-*4 
600-2 

600-1*4 

600-2 

600-1 

600-2 


600-1*4 

400-% 


Radar vectoring and transitions by Griffiss RAPCON authorized in accordance with approved patterns. 

Procedure turn E side of crs. 149° Outbnd, 329° Inbnd, 3200' within 10 miles of UTI RBn. 

Minimum altitude at glide slope int Inbnd, 3000 7 . 

Altitude of glide slope and distance to approach end of runway at UTI RBn, 3051'—7.3 miles; at OM, 1937'—3.8 miles; at MM, 937'—0.6 mile. .. t * 0 UTI B® n * 

If visual contact not established upon descent to authorized landing minimums or if landing not accomplished, make climbing left turn to 3200 , return aircc 
Hold SE of UTI RBn, 329° Inbnd, right turns, 1 minute. 

♦Do not descend below 1340' until after passing Utica OM. (Radar fix may be substituted for Utica OM.) ^ g. 

City, Utica; State, N.Y.; Airport Name, Oneida County; Elev., 742'; Fag. Class., ILS; Ident., I-UCA; Procedure No. ILS-33, Amdt. 6; Eff. Date, 4 Jan 64; Sup. Aim • 

Dated 27 July 63 
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6. By amending the following radar procedures prescribed in § 97.19 to read: 

Radar Standard Instrument Approach Procedure 

Bearings, heading?, courses and radials are magnetic. Elevations and altitudes are in feet, MSL. Ceilings are in feet above airport elevation. Distances are in nautical 
milos unless otherwise indicated, except visibilities which are in statute miles. 

If a radar instrument approach is conducted at the below named airport, it shall be in accordance with the following instrument procedure, unless an approach is conducted 
in accordance with a different procedure for such airport authorized by the Administrator of the Federal Aviation Agency. Initial approaches shall be made over specified 
routes. Minimum altitude(s) shall correspond with those established for en route operation in the particular area or as set forth below. Positive identification must be estab¬ 
lished with the radar controller. From initial contact with radar to final authorized landing minimums, the instructions of the radar controller are mandatory except when 
(A) visual contact is established on final approach at or before descent to the authorized landing minimums, or (B) at pilot's discretion if it appears desirable to discontinue 
the approach, except when the radar controller may direct otherwise prior to final approach, a missed approach shall be executed as provided below when (A) communication 
on final approach is lost for more than 5 seconds during a precision approach, or for more than 30 seconds during a surveillance approach; (B) directed by radar controller; 
(C) visual contact is not established upon descent to authorized landing minimums; or (D) if landing is not accomplished. 


Transition 

Celling and visibility minimums 

From— 

To- 

Course and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine or less 

More than 
2-engine, 
more than 

65 knots 

65 knots 
or less 

More than 
65 knots 

000°... 

360°...__ 

20 miles 

2200 

ProHsirm ftnnmnfh 




T-dn. 

C-dn.. 

S-dn-11. 

A-dn. 

300-1 

600-1 

300-2* 

800-2 

300-1 

600-1 

300-24 

800-2 

200 -H 
600-Pi 
: 300-2* 

800-2 


If visual contact not established upon descent to authorized landing minimums or if landing not accomplished, make an immediate left turn to 320°, climb to 2000', then pro¬ 
ceed direct to Bedford LOM, hold W of Bedford LOM, 1-minute right turns, 112° Inbnd. 

Caution: 570 / tower, 3 miles NE of airport. 1349 7 antenna 10 miles SE of airport. Radar control will provide 1000' vertical clearance within a 3-mile radius or 500' vertical 
clearance within a 3-mile to 5-mile (inclusive) radius of 570 7 antenna 3 miles NE, and 1349' antenna 10 miles SE of airport. 

Notes: 1 . This procedure premised on the use of USAF OCA. 2. Consult appropriate publications for hours of operation. 

City, Bedford; State, Mass.; Airport Name, Hanscom; Elev., 133'; Fac. Class., Hanscom; Ident., Radar; Procedure No. 1, Amdt. 1; Eff. Date, 4 Jan. 64; Sup. Amdt. No. Orig.; 

Dated, 12 Oct. 63 


325°_____ ... 

180° # 

Within 30 miles..- 

9000 


Provision nnnrnonh 




T-dn*_ 

300-1 

300-1 

200-H 





C-dn... 

600-1 

600-1 

600-1H 





S-dn-35... 

300-2* 

300-2* 

300-2* 





A-dn.. 

600-2 

600-2 

600-2 





Surveillance approach 






T-dn*. 

300-1 

300-1 

200-H 





C-dn—-- 

600-1 

600-1 

600-1 yi 





S-dn-21,30,35... 

500-1 

500-1 

500-1 





A-dn.. 

800-2 

800-2 

800-2 

— -- 









Radar vectoring'utilizing Colorado Springs radar authorized in accordance with approved radar patterns and sector altitudes. 

. If visual contact not established upon descent to authorized landing minimums or if landing not accomplished—Runways 17 and 21: Make a left-climbing turn to 8000' on ers 
074 from LMM within 15 miles or, when directed by ATC, make left-climbing turn and climb to 8000'on COS-VOR R-152 within 20 miles of COS-VOR. Runways 30 and 35: 
Make aright-climbing turn to 8000'on ers 074° from LMM wdthin 15 miles or, when directed by ATC, make right-climbing turn and climb to 8000' on COS-VOR R-152 

within 20 miles of COS-VOR. 

Caution: 7190' tower 8 miles N of airport; 7923' tower 14 miles N of airport; sharply rising terrain W of airport. 

required for takeoff on Runways 30 and 35 oxcept when monitored by departure radar. 

»No vectoring authorized in the sector between 170° and 180® from 8 to 30 miles of radar antenna when R-2601 in use. 

City, Colorado Springs; State, Colo.; Airport Name, Teterson Field; Elev., 6172'; Fac. Class., Colorado Springs; Ident., Radar; Procedure No. 1, Amdt. 5; Eff. Date, 4 Jan. 64; 

Sup. Amdt. No. 4; Dated, 25 Nov. 61 

These procedures shall become effective on the dates specified therein. 

These amendments are made under the authority of sections 307(c), 313(a), and 601 of the Federal Aviation Act of 1953 
^49 U.S.C. 1348(c), 1354(a), 1421; 72 Stat. 749, 752, 775). 


Issued in Washington, D.C., on December 4, 1963. 


[F.R. Doc. 


Director, Flight 

63-12824; Filed, Dec. 23, 1963; 8:49 a.m.] 


G. S. Moore, 
Standards Service . 


No. 248-5 
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RULES AND REGULATIONS 


Chapter III—Federal Aviation Agency 

SUBCHAPTER C—AIRCRAFT REGULATIONS 

[Reg. Docket No. 3018; Arndt. 659] 

PART 507—AIRWORTHINESS 
DIRECTIVES 

Boeing Models 707 and 720 Series 
Aircraft 

Amendment 509, 27 F.R. 11457, AD 62- 
25-1, requires modification of the flight 
control systems on Boeing Models 707 
and 720 Series aircraft. The manufac¬ 
turer has submitted satisfactory sub¬ 
stantiating data to permit the use of an 
alternate type of trim switch. Therefore, 
Amendment 509 is being amended by 
changing the note under paragraph (d) 
to incorporate an alternate type of trim 
switch. 

Since this amendment is relieving in 
nature and imposes no additional burden 
on any persons, notice and public pro¬ 
cedure hereon are unnecessary, and the 
amendment may be made effective upon 
publication in the Federal Register. 

In consideration of the foregoing, and 
pursuant to the authority delegated to 
me by the Administrator (25 F.R. 6489), 
§ 507.10(a) of Part 507 (14 CFR Part 
507), is amended as follows: 

Amendment 509, 27 F.R. 11457, AD 62- 
25-1, Boeing Models 707 and 720 Series 
aircraft, is amended by changing the 
footnote under paragraph (d) to read: 

•*BAC P/N's 10-3265-6 and 10-60705-1 are 
approved equivalents. 

(Secs. 313(a), 601, 603; 72 Stat. 752, 775, 776; 
49 U.S.C. 1354(a), 1421, 1423) 

This amendment shall become effec¬ 
tive December 24, 1963. 

Issued in Washington, D.C., on De¬ 
cember 17,1963. 

W. Lloyd Lane, 

Acting Director , 
Flight Standards Service. 

[P.R. Doc. 63-13236; Filed, Dec. 23, 1963; 

8:45 a.m.] 


[Reg. Docket No. 2092; Amdt. 660] 

PART 507—AIRWORTHINESS 
DIRECTIVES 

Boeing Model 720 Series Aircraft 

Pursuant to the authority delegated 
to me by the Administrator (25 F.R. 
6489), an airworthiness directive was 
adopted on November 29, 1963, and made 
effective immediately because of the 
safety emergency involved as to all 
known United States operators of Boeing 
Model 720 Series aircraft with Pratt and 
Whitney JT3C-7 and JT3C-12 turbojet 
engines installed. The directive requires 
Inspection of the second and third stage 
compressor rotor disc spacer assemblies 
and replacement of any found cracked. 

Since it was found that immediate 
corrective action was required in the 
Interest of safety, notice and public pro¬ 
cedure thereon was impracticable and 
contrary to the public interest and good 
cause existed for making the airworthi¬ 
ness directive effective immediately as 
to all known U.S. operators of Boeing 
Model 720 Series aircraft with Pratt and 


Whitney JT3C-7 and JT3C-12 turbojet 
engines installed by individual telegrams 
dated November 29, 1963. These condi¬ 
tions still exist and the airworthiness 
directive is hereby published in the Fed¬ 
eral Register as an amendment to 
§ 507.10(a) of Part 507 (14 CFR Part 
507), to make it effective as to all 
persons. 

Boeing. Applies to all Model 720 Series air¬ 
craft with. Pratt and Whitney JT3C-7 
and JT3C-12 turbojet engines installed. 

Compliance required as indicated. 

As the result of the failure of the second 
and third stage compressor rotor disc spacer 
assemblies, P/M’s 359411 and 359412, respec¬ 
tively, and resultant serious engine damage 
together with possible aircraft damage, ac¬ 
complish the following: 

(a) For spacer assemblies previously in¬ 
spected by the procedure described in (c), 
reinspect in accordance with paragraph (c) 
of this section every 500 hours’ time in serv¬ 
ice from the last inspection. 

(b) For spacer assemblies not previously 
inspected by the procedure described in 
paragraph (c) of this section, inspect in ac¬ 
cordance with paragraph (c) of this section 
as follows: 

(1) Inspect spacer assemblies with 1,000 
or more hours’ time in service since last 
overhaul within the next 50 hours* time in 
service after the effective date of this AD, and 
every 500 hours’ time in service thereafter. 

(2) Inspect spacer assemblies with less 
than 1,000 hours’ time in service since last 
overhaul but more than 950 hours’ time in 
service since last overhaul within the next 
50 hours’ time in service after the effective 
date of this AD, and every 500 hours’ time in 
service from the last inspection. 

(3) Inspect spacer assemblies with less 
than 950 hours’ time in service since last 
overhaul prior to the accumulation of 1,000 
hours’ time in service since last overhaul 
and every 500 hours’ time in service from 
the last inspection. 

(c) Incorporate an inspection hole and 
plug in the compressor case and second stage 
vane and shroud assembly and in the com¬ 
pressor case and third stage vane and 
shroud assembly in accordance with Pratt 
and Whitney Aircraft letter dated November 
22, 1963, and its two enclosed sketches, 
Using an American Systoscope Markers In¬ 
corporated Model B—175-AS—15 or FAA ap¬ 
proved equivalent viewing instrument in¬ 
serted through these holes, inspect the second 
and third stage compressor rotor disc spacer 
assemblies for possible cracks in all the 
visible areas of each spacer. Give particular 
attention to the front and rear seal edges. 
If any cracks are found, remove the engine 
before further flight and disassemble for 
confirmation of the cracks. Replace any 
cracked spacer assemblies. 

(d) When P/N’s 420145 and 429175 second 
and third stage compressor rotor disc spacer 
assemblies, respectively, are incorporated 
the inspections prescribed by this AD are 
no longer required. 

(e) Upon request of the operator, an FAA 
maintenance inspector, subject to prior ap¬ 
proval of the Chief, Engineering and Manu¬ 
facturing Branch, FAA Eastern Region, may 
adjust the repetitive inspection intervals 
specified in this AD to permit compliance at 
an established inspection period of the op¬ 
erator if the request contains substantiating 
data to justify the increase for such operator. 

(Pratt and Whitney Aircraft telegraphic 
message dated November 20, 1963, to Eastern 
Air Lines and Pratt and Whitney Aircraft 
letter dated November 22, 1963, and enclosed 
two sketches to all operators of JT3C-7 tur¬ 
bojet engines cover the same subject.) 

(Secs. 313(a), 601, 603; 72 Stat. 752, 775, 776; 
49 U.S.C. 1354(a), 1421, 1423) 


This amendment shall become effective 
upon publication in the Federal Regis¬ 
ter for all persons except those to whom 
it was made effective immediately by 
telegram dated November 29, 1963. 

Issued in Washington, D.C., on Decem¬ 
ber 17, 1963. 

W. Lloyd Lane, 
Acting Director, 
Flight Standards Service. 

[F.R. Doc. 63-13237; Filed, Dec. 23, 1963; 
8:45 a.m.] 


[Reg. Docket No. 2037; Amdt. 662] 

PART 507—AIRWORTHINESS 
DIRECTIVES 

deHavilland DH 104 Dove Aircraft 

A proposal to amend Part 507 of the 
regulations of the Administrator to re¬ 
vise AD 61-11-3, Amendment 289, 26 F.R. 
4395, as amended by Amendment 585, 28 
F.R. 7394, to include Models 7AXC and 
8AXC Series on deHavilland DH 104 
Dove Series aircraft was published in 28 
F.R. 11737. 

Interested persons have been afforded 
an opportunity to participate in the mak¬ 
ing of the amendment. No objections 
were received. 

In consideration of the foregoing, and 
pursuant to the authority delegated to 
me by the Administrator (25 F.R. 6489), 
§ 507.10(a) of Part 507 (14 CFR Part 
507), is hereby amended as follows: 

Amendment 289, 26 F.R. 4395, AD 61- 
11-3, as amended by Amendment 585, 28 
F.R. 7394, deHavilland DH 104 Dove 
Series aircraft, is further amended by 
adding the following new paragraph (6) 
to read: 

(6) Unless already accomplished on aircraft 
converted to Series 7AXC or 8AXC in ac¬ 
cordance with deHavilland Technical News 
Sheet CT(104) No. 181, the wings must be 
replaced before their total hours’ time in 
service exceeds 16,000 plus one-fifth of the 
hours’ time in service prior to the conver¬ 
sions. On aircraft whose wings exceed this 
number of hours’ time in service on the effec¬ 
tive date of this amendment the wings must 
be replaced within the next 15 hours’ time 
in service after such date. 

(Secs. 313(a), 601, 603; 72 Stat. 752, 775, 776; 
49 U.S.C. 1354(a), 1421, 1423) 

This amendment shall become effective 
January 23, 1964. 

Issued in Washington, D.C., December 
17, 1963. 

W. Lloyd Lane, 
Acting Director, 
Flight Standards Service. 
[F.R. Doc. 63-13238; Filed, Dec. 23, 1963; 

8:45 a.m.] 


[Reg. Docket No. 3019; Amdt. 663] 

PART 507—AIRWORTHINESS 
DIRECTIVES 

sr Models PA-23 and PA-23-160 
Aircraft 

nendment 3, 23 F.R. 435, AD57-13-9, 
ivised by Amendment 4, 23 F.R. i » 
Amendment 571, 28 F.R. 5614^ ^ 
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elevator, rudder and stabilizers on Piper 
Model PA-23 aircraft. Since the is¬ 
suance of AD 57-13-9 cracks have devel¬ 
oped on castings installed on aircraft 
not included in this directive. There¬ 
fore, AD 57-13-9 is being superseded by 
a new directive to include all aircraft 
manufactured with the subject castings. 
The new directive continues the existing 
100-hour repetitive inspection on air¬ 
craft originally covered by AD 57-13-9 
and provides for an initial and repetitive 
inspection on the later aircraft. Sepa¬ 
ration of any one of these castings could 
cause loss of the aircraft. 

As a situation exists which demands 
immediate action in the interest of 
safety, it is found that notice and public 
procedure hereon are impracticable and 
good cause exists for making this amend¬ 
ment effective upon publication in the 
Federal Register. 

In consideration of the foregoing, and 
pursuant to the authority delegated to 
me by the Administrator (25 F.R. 6489), 
§ 507.10(a) of Part 507 (14 CFR Part 
507), is hereby amended by adding the 
following new airworthiness directive: 

Piper. Applies to Models PA-23 and PA-23- 
160 aircraft Serial Numbers 23-1 through 
23-1267 inclusive. 

Compliance required within 50 hours’ time 
in service after the effective date of this AD, 
unless already accomplished within the last 
50 hours’ time in service, and within each 
100 hours’ time in service from the last 
inspection, except as indicated. 

(a) Visually inspect for cracks all of the 
castings listed herein. Replace cracked 
parts before further flight. 

Note: It is necessary to remove the tail 
cone, covers and fairings to gain access to 
most of the parts to be inspected. However, 
parts need not be disassembled and/or re¬ 
moved from the aircraft to accomplish this 
inspection. 


Name 

Casting 
part No. 

Forging 
part No. 

Elevator torque tube braeket.. 

Front stabilizer attachment.__ 

torque tube horn. 

!™ or torque tube horn_ 

Rudder torque tul>o bracket... 
* in attachment bracket 

17033-00 and 
17033-01. 
17049-00 and 
19253-00. 

17060-00_ 

17066-00_ 

17062-00. 

17072-00 

19407-00 

19409-00 

19405-00 

19404-00 

19408-00 

19406-00 




(b) When any casting is replaced by the 
nf S ?£? tive f . or S in g listed in paragraph (a) 

t:his section, the inspection in that para¬ 
graph is no longer required for that forging 

(c) Parts shall be assembled and Installed 
w obtain proper alinement and to prevenl 
Wortion, overtorquing of bolts, and the 
Probability of corrosion. Inspection and/oi 

assembly shall be accomplished in accord- 
Piper Service Bulletin No. 155B 

equivalents 61 * 1963 ’ ° F FAA approved 


(Piper Service Bulletin No. 155B, di 
o er 28, 1963, pertains to this s 

subject.) 

^This supersedes Amendment 3, 23 F.R. 
23 fd" 1 ?,'!’ as revis ed by Amendmen 
5614 U ° 8 ’ and Amendln ent 571, 28 


Issued in Washington, D.C., on De¬ 
cember 17,1963. 

W. Lloyd Lane, 
Acting Director, 
Flight Standards Service. 

[F.R. Doc. 63-13239; Filed, Dec. 23, 1963; 
8:45 a.m.] 


PART 507—AIRWORTHINESS 
DIRECTIVES 

Piper Model PA-24 Series Aircraft 

A proposal to amend Part 507 of the 
regulations of the Administrator to in¬ 
clude an airworthiness directive requir¬ 
ing replacement of the 25 ampere circuit 
breaker with a 30 ampere circuit breaker 
on Piper Model PA-24 Series aircraft was 
published in 28 FJR. 11568. 

Interested persons have been afforded 
an opportunity to participate in the mak¬ 
ing of the amendment. No objections 
were received. 

In consideration of the foregoing, and 
pursuant to the authority delegated to 
me by the Administrator (25 F.R. 6489) 
§ 507.10(a) of Part 507 (14 CFR Part 
507), is hereby amended by adding the 
following new airworthiness directive: 

Piper. Applies to all Models PA-24 and PA- 
24-250 aircraft, which have 25 ampere 
circuit breakers in the landing gear re¬ 
traction motor circuit. 

Compliance required within the next 100 
hours’ time in service after the effective date 
of this AD. 

Inadvertent tripping of the 25 ampere 
landing gear retraction circuit breaker has 
resulted in stoppage of the landing gear re¬ 
traction mechanism in other than the fully 
extended position. Therefore, in order to 
eliminate this condition, with its associated 
hazard of partial-gear-down landing acci¬ 
dents, the 25 ampere circuit breaker in the 
landing gear retraction motor circuit must 
be replaced with a 30 ampere circuit breaker, 
Piper P/N 454661, or FAA approved equiva¬ 
lent. 

(Piper Service Letter No. 356, dated March 
31, 1961, pertains to this same subject.) 

(Secs. 313(a), 601, 603; 72 Stat. 752, 776; 49 
U.S.C. 1354(a),1421,1423) 

This amendment shall become effec¬ 
tive January 23,1964. 

Issued in Washington, D.C., on Decem¬ 
ber 17,1963. 


W. Lloyd Lane, 
Acting Director, 
Flight Standards Service. 

[F.R. Doc. 63-13240; Filed, Dec. 23, 1963; 
8:45 a.m.] 


Title 12—BANKS AND BANKING 

Chapter I—Bureau of the Comptroller 
of the Currency, Department of the 
Treasury 

PART 5—LOANS MADE BY NA¬ 
TIONAL BANKS SECURED BY LIENS 
UPON LEASEHOLDS 


601 ’ 603; 72 Stat. 752, 775, 776; 
U -S.C. 1354(a), 1421, 1423) 

tiv^ h nJ' Ine ^ dinent sha11 become effec- 
lVe Member 24, 1963. 


Appraisals and Loans Insured or 
Guaranteed 

This amendment, issued under author¬ 
ity of Section 24 of the Federal Reserve 
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Act, as amended (12 U.S.C. 371), revises 
§§ 5.3 and 5.5 of this part to simplify the 
appraisal of leasehold values and to ex¬ 
clude from such regulation loans made 
in principal reliance on the insurance 
or guaranty of a governmental agency. 
Since the amendment (a) substitutes a 
simplified standard for an obsolete and 
impractical appraisal formula and (b) 
clarifies the scope of certain exclusions 
and since this amendment is needed im¬ 
mediately to meet a continuing problem 
of National Banks in some sections of 
the nation, notice, public procedure and 
delayed effectiveness of this amendment 
is found to be impracticable, unnecessary 
and contrary to the public interest. 
This amendment, therefore, will become 
effective upon publication. 

Part Five, Chapter I, Title 12, of the 
Code of Federal Regulations of the 
United States of America is amended 
by revising §§5.3 and 5.5 to read as 
follows: 

§ 5.3 Appraisals. 

The “appraised value” of a leasehold, 
for the purposes of 12 U.S.C. 371, shall 
be determined by the use of accepted and 
reliable methods of appraising leasehold 
values including, in areas where such 
information is available, a consideration 
of the sales prices of comparable lease¬ 
holds. 

§ 5.5 Loans insured or guaranteed. 

The provisions of §§ 5.3 and 5.4 do not 
apply to loans where the bank in its judg¬ 
ment relies principally on the insurance 
or guaranty of a governmental agency 
in making the loan. 

Dated: December 19,1963. 

[seal] James J. Saxon, 

Comptroller of the Currency. 

[F.R. Doc. 63-13271; Filed, Dec. 23, 1963; 

8:48 a.m.] 


PART 7—INTERPRETATIONS 

National Banks; Capital Nates and 
Debentures; Relation to Lending 
Limit 

Part 7, Chapter I, Title 12, of the Code 
of Regulations of the United States of 
America is hereby amended by adding 
a new § 7.7 as follows: 

§ 7.7 National banks; capital notes and 
debentures; relation to lending limit. 

The Comptroller of the Currency has 
ruled on the question of whether the pro¬ 
ceeds of capital notes and capital deben¬ 
tures issued by National Banks may be 
included in the aggregate of unimpaired 
capital funds for the purpose of the loan 
limitation contained in 12 U.S.C. 84. 
The following is the text of a letter ad¬ 
dressed to the President of a National 
Bank containing said ruling: 

You have requested our opinion as to 
whether the proceeds of the $15,000,000, 5 
percent Capital Notes due January 1, 1989, to 

be issued by the_National Bank 

will be considered as part of the unimpaired 
capital funds of the bank for the purpose of 
the computation of the bank’s loan limit. 

The limit on loans to a single borrower is 
contained in 12 U.S.C. 84. That section pro- 
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vides that the total obligations to any na¬ 
tional banking association of any person, 
copartnership, association, or corporation 
shall at no time exceed 10 per centum of the 
amount of the capital stock of such associa¬ 
tion actually paid in and unimpaired and 10 
per centum of its unimpaired surplus fund. 

Under the terms of the aforesaid Capital 
Notes, the right of payment of principal and 
interest thereon is expressly subordinated to 
the prior payment in full of all deposit lia¬ 
bilities of the Bank, whether outstanding at 
the date of the Capital Notes or incurred 
after the date of the Capital Notes. Capital 
Notes or debentures so limited have all of 
the protective effect of capital and surplus 
insofar as depositors are involved. An ex¬ 
amination of the legislative history of the 
lending restrictions contained in 12 U.S.C. 84 
indicated that protection of the depositors is 
the primary purpose of restricting the 
amount of loans to any person to a stated 
percentage of the capital and surplus. Con¬ 
sequently, capital debentures and notes 
which stand in the same relationship to de¬ 
positors as traditionally recognized forms of 
capital and surplus may well be included in 
the loan base. The fact that, as to share¬ 
holders, the capital notes and debentures 
would have a preferential position is just as 
immaterial as is the fact that preferred share¬ 
holders take precedence over common share¬ 
holders. 

We conclude that the proceeds of capital 
notes, capital debentures or other similar ob¬ 
ligations issued by a National Bank, provided 
that such debentures, notes or other similar 
obligations are subordinate in right of pay¬ 
ment to the prior payment in full of all de¬ 
posit liabilities of the bank, may be included 
as part of the aggregate amount of unim¬ 
paired capital stock and unimpaired surplus 
funds for the purpose of the computation of 
the limit on loans to individual borrowers 
contained in 12 U.S.C. 84. 

Dated: December 17, 1963. 

[seal] James J. Saxon, 

Comptroller of the Currency. 

[F.R. Doc. 63-13272; Filed, Dec. 23, 1963; 

8:48 a.m.] 


PART 7—interpretations 

Corporate Savings Accounts; Loans to 
Executive Officers 

Part 7, Chapter I, Title 12, of the Code 
of Federal Regulations of the United 
States of America is hereby amended by 
adding new §§7.8 and 7.9 as follows: 

§ 7.8 Corporate savings accounts. 

The Comptroller of the Currency has 
frequently been requested for his opinion 
as to the legal basis by which profit mak¬ 
ing corporations or any other class of 
depositor may be precluded from main¬ 
taining a “savings account.” The Comp¬ 
troller is of the opinion that the author¬ 
ity contained in 12 U.S.C. 461 to define 
the terms “time deposits” and “savings 
deposits” extends only to the terms of the 
deposit contract such as a description of 
withdrawal requirements and interest 
rate limitations. There is nothing con¬ 
tained in 12 U.S.C. 461 which would pre¬ 
clude, or would authorize a regulation 
which would preclude, the maintenance 
of such accounts by any class of deposi¬ 
tor. Accordingly, a national bank may, 
subject to withdrawal requirements and 
interest rate limitations imposed by ap¬ 
plicable regulations, accept savings ac¬ 
counts without regard to whether the 


funds deposited are to the credit of one 
or more individuals, or of a corporation, 
association, or other organization, 
whether operated for profit or otherwise. 

§ 7.9 Loans to executive officers. 

The Comptroller of the Currency has 
been asked by many national banks 
whether title alone makes an officer an 
“executive officer” within the meaning of 
12 U.S.C. 375a. The Comptroller is of the 
opinion that the term “executive officer,” 
as contemplated by the provisions of 12 
U.S.C. 375a, means each officer of a bank 
who, by virtue of his position, has both 
voice in the formulation of the policy of 
the bank and responsibility for the imple¬ 
mentation of such policy. Under this 
definition a person who acts solely as a 
director would not be an “executive offi¬ 
cer.” Similarly, those officers whose sole 
responsibility is for the administration of 
the bank’s policies are excluded from the 
definition “executive officer.” Under this 
definition, it is the responsibility of and 
function performed by the individual, 
and not his title, which determines 
whether he is an “executive officer.” 

(b) Banks, unlike most other busi¬ 
nesses, often have a number of respon¬ 
sible employees who are given official 
titles for various reasons including ad¬ 
ditional prestige in relations with the 
public, the execution of documents and 
the performance of other ministerial 
functions. Such employees are perform¬ 
ing administrative functions and are not 
generally considered to be executive offi¬ 
cers. Ordinarily, the president, the prin¬ 
cipal vice president, and the cashier are 
“executive officers.” Where officers with 
other titles perform the functions ordi¬ 
narily performed by the president, the 
principal vice president and the cashier, 
they must also be regarded as “executive 
officers.” The provisions of 12 U.S.C. 
375a do not authorize the expansion, by 
definition, of the term “executive officers” 
to include persons who do not in fact and 
in law exercise executive functions. Ac¬ 
cordingly, when a national bank makes a 
loan or extends credit to one of its offi¬ 
cers, it should apply the standards con¬ 
tained in the foregoing definition in de¬ 
termining whether the loan or extension 
of credit is subject to the limitations of 
12 U.S.C. 375a. 

Dated: December 19,1963. 

[seal] James J. Saxon, 

Comptroller of the Currency. 

[F.R. Doc. 63-13274; Filed, Dec. 23, 1963; 

8:48 a.m.] 

Title 16-COMMERCIAL 
PRACTICES 

Chapter I—Federal Trade 
Commission __ 

[Docket 7471 o.] 

PART 13—PROHIBITED TRADE 
PRACTICES 

Atlantic Refining Co. 

.Subpart—Coercing and intimidating: 
§ 13.350 Customers or prospective cus¬ 


tomers. Subpart—Combining or con¬ 
spiring: § 13.430 To enhance , maintain 
or unify prices. Subpart—Maintaining 
resale prices: § 13.1125 Combination; 
§ 13.1130 Contracts and agreements. 

(Sec. 6, 38 Stat. 721; 15 U.S.C. 46. Interpret 
or apply sec. 5, 38 Stat. 719, as amended; 
15 U.S.C. 45) [Cease and desist order, The 
Atlantic Refining Company, Nov. 22, 1963, 
Docket 7471 ] 


Order requiring a major integrated 
petroleum products marketing company 
to cease coercing its independent lessee- 
dealers in the “Delmarva Peninsula” 
area of Delaware, Maryland and Vir¬ 
ginia, during a local price war, to sell its 
gasoline at uniform and non-competitive 
prices through means of a so-called 
“temporary consignment contract”; con¬ 
spiring with such retail dealers to fix and 
maintain the uniform prices through the 
medium of the “consignment contracts”; 
and conspiring with its independent 
wholesale distributors to maintain the 
uniform consumer resale prices by grant¬ 
ing the co-conspiring distributors certain 
rebates to be passed on to their dealer 
customers maintaining the uniform 
prices. 

The order to cease and desist, includ¬ 
ing further order requiring report of 
compliance therewith, is as follows: 


It is ordered, That the respondent, The 
Atlantic Refining Company, a corpora¬ 
tion, its officers, directors, agents, repre¬ 
sentatives, or employees, directly or 
through any corporate or other device in, 
or in connection with, the offering for 
sale, sale, or distribution of gasoline, in 
commerce as “commerce” is defined in 
the Federal Trade Commission Act, shall 
forthwith cease and desist from: 

1. Entering into, continuing, cooperat¬ 
ing in, or carrying out any planned com¬ 
mon course of action, understanding, 
arrangement, agreement, contract or 
conspiracy with any person or persons 
not parties hereto, to establish, fix, adopt, 
maintain, adhere to, or stabilize by any 
means or method, prices, terms or con¬ 
ditions of sale at which its gasoline is to 
be sold. 

2. Establishing, maintaining, contin¬ 
uing, cooperating in, or carrying out, or 
attempting so to do, any plan, policy, 
program, or any consignment policy m 
combination with any other person or 
persons not parties hereto, for the pur¬ 
pose or with the effect of enabling re¬ 
spondent to establish or fix the prj c ^’ 
terms or conditions of sale at which 
gasoline is to be resold by a dealer aite 


rchase from respondent. 

L Coercing, persuading, inducing, o 
lerwise unduly influencing, directly 
lirectly, its independent wholesale ais- 
butors to enter into, cooperate m, 
rry out any planned common co 
action, understanding, arrangem _» 
reement, combination, or conspi 
establish, fix, stabilize, maintain, or 
here to, by any means the who 
ice at which gasoline is sold 
idesale distributors or the retailP 
which gasoline is to be resold by 
•vice stations owned and °P el £ cus . 

d distributors and retail dealer cus 

ners of said wholesale distribute * 
Provided, however. That not 
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limit or otherwise affect any resale price 
maintenance contracts which respond¬ 
ent may enter into in conformity with 
section 5 of the Federal Trade Commis¬ 
sion Act, as amended by the McGuire Act 
(Public Law 542, 82d Cong., 2d Sess., ap¬ 
proved July 14,1952). 

It is further ordered, That respondent 
shall, within sixty (60) days after serv¬ 
ice upon it of this order, file with the 
Commission a report, in writing, setting 
forth in detail the manner and form in 
which it has complied with the order to 
cease and desist set forth herein. 

Issued: November 22,1963. 

By the Commission, Commissioner 
Elman not concurring; and Commis¬ 
sioners Anderson and Higginbotham not 
participating, the former for the reason 
that he did not hear oral argument, and 
the latter by reason of the fact that this 
matter was argued before the Commis¬ 
sion prior to the time when he was sworn 
into office. 

[seal] Joseph W. Shea, 

Secretary. 

[F.R. Doc. 63-13246; Filed, Dec. 23, 1963; 

8:46 a.m.] 


[Docket 6934 O.] 

PART 13—PROHIBITED TRADE 
PRACTICES 


Sun Oil Co. 

Subpart—Combining or conspiring: 
§ 13.430 To enhance, maintain or unify 
prices. Subpart—Maintaining resale 
prices: § 13.1130 Contracts and agree - 
merits. 


(Sec. 6, 38 Stat. 721; 15 U.S.C. 46. In¬ 
terpret or apply sec. 5, 38 Stat. 719, as 
amended; 15 U.S.C. 45) [Cease and desist 
order, Sun Oil Company, Philadelphia, Pa., 
Docket 6934, Nov. 22, 1963] 

Order requiring one of the nation’s 
major integrated producers of oil and 
other petroleum products to cease enter¬ 
ing into an arrangement for fixing and 
maintaining resale prices under which it 
imposed upon its independent retail 
dealers in the Portsmouth-Norfolk-Vir- 
gima Beach, Virginia, area and alleged 
agency consignment agreement which 
was not a bona fide agency but was a 
nction and a subterfuge, the primary 
Purpose of which was to enable it to fix 
the retail price for its Blue Sunoco gaso¬ 
line in the area concerned. 

. order cease and desist, includ- 

* V^her order requiring report of 
compliance therewith, is as follows: 


t is ordered, That the respondeni 
un Oil Company, a corporation, its of- 
ceis directors, agents, representative! 
onr^ mployees ’ directl y or through anj 
or otller device, in connectior 
tvih, offering for sale * sale or dis« 
•>nm tl0n ° f its gasolin e in commerce, a! 
Trader! 06 ” is defined in the Federa 
CP ac7 Commission Act, do forthwitl 
ce ase and desist from: 

eratm^ ering int0, continuing, coop 
common 111, ° r carrying °ut any plannee 
ing arv course of action, understand 
’ arrang ement, agreement, contrac 


or conspiracy with any person or persons 
not parties hereto, to establish, fix, 
adopt, maintain, adhere to, or stabilize 
by any means or method, prices, terms or 
conditions of sale at which its gasoline 
is to be sold. 

2. Establishing, maintaining, continu¬ 
ing, cooperating in, or carrying out, or 
attempting so to do, any plan, policy, 
program, or any consignment policy in 
combination with any other person or 
persons not parties hereto, for the pur¬ 
pose or with the effect of enabling re¬ 
spondent to establish or fix the prices, 
terms or conditions of sale at which 
its gasoline is to be resold by a dealer 
after purchase from respondent. 

Provided, however. That nothing 
herein contained shall be construed to 
limit or otherwise affect any resale price 
maintenance contracts which respondent 
may enter into in conformity with sec¬ 
tion 5 of the Federal Trade Commission 
Act, as amended by the McGuire Act 
(Public Law 542, 82d Cong., 2d Session, 
approved July 14, 1952). 

It is further ordered, That the alle¬ 
gations of the complaint that respond¬ 
ent engaged in predatory pricing prac¬ 
tices be, and they hereby are, dismissed. 

It is further ordered. That respondent 
shall, within sixty (60) days after serv¬ 
ice upon it of this order, file with the 
Commission a report, in writing, setting 
forth in detail the manner and form in 
which it has complied with the order 
set forth herein. 

Issued: November 22, 1963. 

By the Commission, Commissioner 
Anderson concurring in the result. 

Tseal] Joseph W. Shea, 

Secretary. 

[F.R. Doc. 63-13247; Filed, Dec. 23, 1963; 

8:46 a.m.] 


Title 21—FOOD AND DRUGS 

Chapter I—Food and Drug Admin¬ 
istration, Department of Health, 
Education, and Welfare 

PART 121—FOOD ADDITIVES 

Subpart C—Food Additives Permitted 
in Animal Feed or Animal-Feed 
Supplements 

PART 146—GENERAL REGULATIONS 
FOR THE CERTIFICATION OF ANTI¬ 
BIOTIC AND ANTIBIOTIC- 
CONTAINING DRUGS 

Antibiotic Drugs for Growth Promo¬ 
tion and Feed Efficiency 

Correction 

In F.R. Doc. 63-13144, appearing at 
page 13838 of the issue for Thursday, 
December 19, 1963, the following correc¬ 
tions are made: 

1. In § 121.225(a) (3) (vi), the phrase 
“in an amount not less than 7.5 grams 
of penicillin and not less than 1.5 grams 
of streptomycin” should read “in an 
amount not less than 1.5 grams of peni¬ 
cillin and not less than 7.5 grams of 
streptomycin”. 


2. Section 146.26(b) (46) should begin 
with the words “It is a mink feed * * *” 
instead of “It is a feed • • 


Title 46—SHIPPING 

Chapter I—Coast Guard, Department 
of the Treasury 

SUBCHAPTER M—BULK GRAIN CARGOES 
[CGFR 63-84] 

PART 144—LOADING AND STOW¬ 
AGE OF GRAIN CARGOES 

Subpart 144.10—General 
Requirements 

Subpart 144.30—Vessels Shifting 
Ports 

Miscellaneous Amendments 

The handling, stowage and transporta¬ 
tion of loose grain in bulk quantities on 
board cargo vessels of 500 gross tons or 
over and passenger vessels when on in¬ 
ternational voyages are subject to spe¬ 
cific provisions in Chapter VI of the 1948 
Safety of Life at Sea Convention. By 
Executive Order 10402 (17 F.R. 9917), the 
Department of the Treasury (Coast 
Guard) is directed, in relation to the 
fulfillment of the obligations undertaken 
by the Government of the United States 
of America, to perform those functions 
and duties prescribed in this Convention 
which coincide with Coast Guard func¬ 
tions and duties already directed or 
authorized by law. 

The administration of statutory func¬ 
tions with respect to inspection and cer¬ 
tification of merchant vessels is assigned 
to the United States Coast Guard. Sec¬ 
tion 391 of Title 46, U.S. Code, provides 
in part the Coast Guard shall determine 
that every steam vessel “submitted to in¬ 
spection is of a structure suitable for the 
service in which she is to be employed.” 
This responsibility is extended to other 
categories of vessels by provisions in sec¬ 
tions 367 and 404 of Title 46, U.S. Code, 
and by section 198 of Title 50, U.S. Code. 

To implement the 1948 Safety of Life 
at Sea Convention, the regulations in 46 
CFR Part 144 describe requirements ap¬ 
plicable to the loading, stowage and 
transportation of bulk grain cargoes on 
board both United States cargo vessels 
of 500 gross tons or over and passenger 
vessels and to similar foreign vessels 
when belonging to countries signatory 
to or adhering to the 1948 Convention 
when under United States jurisdiction. 
The amendment to 46 CFR 144.10-10 ex¬ 
tends the application of the bulk grain 
cargo regulations to cargo vessels of 500 
gross tons or over and passenger vessels 
on coastwise voyages and to such vessels 
loading at the Great Lakes ports for 
coastwise (domestic) voyages or inter¬ 
national voyages other than Great Lakes 
voyages. Vessels when on voyages to or 
from United States Great Lakes ports 
which do not cross a line in the Bay of 
St. Lawrence drawn from Cap de Rosiers 
to West Point, Anticosti Island, and on 
the north side of Anticosti Island follow¬ 
ing the 63d meridian are considered to 
be on Great Lakes voyages. The amend- 






14242 


RULES AND REGULATIONS 


ment to 46 CFR 144.30-1 (c) extends 
the application of requirements govern¬ 
ing the shifting of vessels with part car¬ 
goes of loose grain in bulk to include 
such vessels loading on the Great Lakes, 
but shifting while partially loaded to 
other Great Lakes ports and/or St. Law¬ 
rence River ports, for voyages through 
the Bay of St. Lawrence which cross a 
straight line drawn from Cap de Rosiers 
to West Point, Anticosti Island, and on 
the north side of Anticosti Island follow¬ 
ing the 63d meridian. These regulations 
will now apply to all United States flag 
cargo vessels of 500 gross tons or over 
and passenger vessels, and to similar for¬ 
eign vessels subject to the 1948 Conven¬ 
tion or to other vessel inspection or 
certification laws. Such vessels also 
must either engage in or intend to en¬ 
gage in ocean or coastwise voyages, in¬ 
cluding voyages starting or stopping at 
Great Lakes ports which are other than 
Great Lakes voyages. This extension in 
application is necessary to provide a 
standard of safety for such vessels en¬ 
gaged in coastwise voyages or when load¬ 
ing at the Great Lakes ports for ocean 
or coastwise voyages. These minimum 
safety standards are presently required 
for other vessels carrying grain cargoes 
but starting from other than Great Lakes 
ports. The scope of application is con¬ 
sistent with the enforcement proce¬ 
dures now being followed to insure a 
uniform standard of safety. 

By virtue of the authority vested in 
me as Commandant, United States Coast 
Guard, by section 632 of Title 14, U.S. 
Code, and Treasury Department Orders 
120 dated July 31, 1950 (15 F.R. 6521), 
167-14 dated November 26, 1954 (19 F.R. 
8026), CGFR 56-28 dated July 24, 1956 
(21 F.R. 5659) and 167-38 dated October 
26, 1959 (24 F.R. 8857), the following 
amendments to 46 CFR Part 144 are pre¬ 
scribed and shall be in effect on and after 
January 1,1964: 

1. The statutory authority for Part 144 
is amended to read as follows: 

Authority: §§ 144.01-1 to 144.30-1, issued 
under R.S. 4405, as amended, 4462, as amend¬ 
ed, sec. 632 , 63 Stat. 545; 46 U.S.C. 375, 416, 
14 U.S.C. 632. Interpret or apply R.S. 4417, 
as amended, 4426, as amended, sec. 1, 49 Stat. 
1544, as amended, sec. 3, 68 Stat. 675; 46 
U.S.C. 391, 404, 367, 50 U.S.C. 198; E.O. 10402, 
17 F.R. 9917; 3 CFR 1952 Supp. 

2. Section 144.10-10 is amended to 
read as follows: 

§ 144.10—10 Application to vessels. 

(a) Except as specifically provided 
otherwise in this section, the regulations 
in this part apply to every cargo vessel 
of 500 gross tons or over and every pas¬ 
senger vessel, which: 

(1) Loads loose grain in bulk within 
the limits defined in § 144.01-1 (a) for 
an ocean or coastwise voyage, including 
such a voyage originating at a United 
States Great Lakes grain loading port; 
or, 

(2) Is of United States registry and 
carries loose grain in bulk on an ocean 
or coastwise voyage, including such a 
voyage originating at a Great Lakes grain 
loading port. 

(b) The regulations in this part do 
not apply to vessels engaged on voyages 


solely between ports within the limits 
of the Great Lakes and the St. Lawrence 
River as far east as a straight line drawn 
from Cap de Rosiers to West Point, Anti¬ 
costi Island, and on the north side of 
Anticosti Island following the 63d merid¬ 
ian. 

3. Section 144.30-1 (c) is amended to 
read as follows: 

§ 144.30—1 Shifting vessels with part 
cargoes of loose grain in bulk. 

♦ * * * * 

(c) Vessels shifting between United 
States ports along the east coast as far 
south as Cape Henry, between Gulf ports, 
between Puget Sound ports and West 
Coast Canadian ports, between Puget 
Sound ports and Columbia River ports, 
between San Francisco, Los Angeles Har¬ 
bor and San Diego, or between Great 
Lakes ports and St. Lawrence River ports 
as far east as a straight line drawn from 
Cap de Rosiers to West Point, Anticosti 
Island, and on the north side of Anticosti 
Island following the 63d meridian may 
load the following amounts without se¬ 
curing the grain provided the grain is 
covered with dunnage boards placed fore 
and aft and athwartship: 

(1) Any hold with less than 50 percent 
of its bulk grain capacity provided shift¬ 
ing boards extend above the grain in 
each hold at least 2 feet. 

(2) One hold with more than 50 per¬ 
cent of its bulk grain capacity and one 
other hold with less than 50 percent of 
its bulk grain capacity provided shifting 
boards extend above the grain in each 
hold at least 2 feet. 

(3) Where no longitudinal bulkheads 
or shifting boards are required to be 
erected, only two slack holds not exceed¬ 
ing the capacities specified in § 144.20-24 
(a)(1). 

Dated: December 16, 1963. 

[seal] E. J. Roland, 

Admiral, U.S. Coast Guard, 
Commandant . 

[F.R. Doc. 63-13270; Filed, Dec. 23, 1963; 

8:48 a.m.] 


Title 50—WILDLIFE AND 
FISHERIES 

Chapter I—Bureau of Sport Fisheries 
and Wildlife, Fish and Wildlife 
Service, Department of the Interior 

PART 33—SPORT FISHING 

Horicon National Wildlife Refuge, Ne- 
cedah National Wildlife Refuge; 
Wisconsin 

The folowing special regulation is is¬ 
sued and is effective on date of publica¬ 
tion in the Federal Register. 

§ 33.5 Special regulations; sport fish¬ 
ing; for individual wildlife refuge 
areas. 

Wisconsin 

HORICON NATIONAL WILDLIFE REFUGE 

Sport fishing on the Horicon National 
Wildlife Refuge, Wisconsin, on an area 


comprising 250 acres or 1.2 percent of the 
total water area of the refuge, is de¬ 
lineated on a map available at the refuge 
headquarters and from the office of the 
Regional Director, Bureau of Sport Fish¬ 
eries and Wildlife, 1006 West Lake Street, 
Mineapolis 8, Minnesota. Sport fishing 
is subject to the following conditions: 

(a) Species permitted to be taken: 
Northern pike, bullheads, and other 
minor species permitted by State regu¬ 
lations. 

(b) Open season: Northern pike— 

January 1, 1964, through March 15,1964; 
bullheads—January 1, 1964, through 

March 15, 1964; all other species seasons 
as prescribed by State regulations, ex¬ 
cept that in no case shall the season 
extend beyond March 16, 1964—daylight 
hours only. 

(c) Daily creel limits: Northern pike— 
5; bullheads—no limit; other minor spe¬ 
cies limits as prescribed by State reg¬ 
ulations. 

(d) Methods of fishing: 

(1) No more than two lines or two 
poles with one line attached to each 
pole, and with one hook or bait on each 
line, may be used for fishing, except that 
fishermen using only one line or one pole 
with one line attached thereto may use 
not more than two lures or two hooks. 

(2) No snag hook, snag line or snag 
pole may be used to take fish. 

(3) One dip net per person may be 
used for the taking, catching or killing 
of rough fish, except suckers. 

(4) No person while operating a dip 
net for rough fish shall fish for fish in 
any other manner at that time. 

(5) All ice fishing tip-ups must be 
identified with the name of the owner. 

(6) It shall be unlawful for any per¬ 
son to cut, use or maintain a hole larger 
than 12 inches in diameter or square 
for the taking of fish in any manner 
through the ice, except for dip-netting. 

(e) Other provisions: 

(1) The provisions of this special reg¬ 
ulation supplement the regulations which 
govern fishing on wildlife refuge areas 
generally which are set forth in Title 
50, Code of Federal Regulations, Part 
33. 

(2) A Federal permit is not required to 
enter the public fishing area. 

(3) The provisions of this special reg¬ 
ulation are effective to March 16,1964. 


NECEDAH NATIONAL WILDLIFE REFUGE 

Sport fishing on the Necedah National 
Wildlife Refuge, Wisconsin, is permittee 
only on the areas designated by si 2 ns 
open to fishing. This open area ; C0 {*T 
prising 500 acres or 10 percent of the to¬ 
tal water area of the refuge, is delmeat. 
on a map available at the refuge • he £ ’ 
quarters and from the office of^the ' 

gional Director, Bureau of Sport Fisn - 
ies and Wildlife, 1006 West Lake Street 
Minneapolis 8, Minnesota. Sport n 
ing is subject to the following co 


tions: w fokPir 

(a) Species permitted to be taxe • 

Northern pike, yellow perch, bullb• • 

and other minor species permitted unae 
State regulations. iq6 4 

(b) Open season: January h * ’ 
through February 15, 1964; day 
hours only. 
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(c) Daily creel limits: Northern pike— 
5; yellow perch and bullheads—no limit; 
creel limits for other minor species are 
as prescribed by State regulations. 

(d) Methods of fishing: 

(1) No more than two lines or two 
poles with one line attached to each pole, 
and with one hook or bait on each line, 
may be used for fishing, except that fish¬ 
ermen using only one line or one pole 
with one line attached thereto may use 
not more than two luree or two hooks. 

(2) No snag hook, snag line or snag 
pole may be used to take fish. 

(3) One dip net per person may be 
used for the taking, catching or killing 
or rough fish, except suckers. 

(4) No person while operating a dip 
net for rough fish shall fish for fish in 
any other manner at that time. 

(5) All ice fishing tip-ups must be 
identified with the name of the owner. 

(6) It shall be unlawful for any person 
to out, use or maintain a hole larger than 
12 inches in diameter or square for the 
taking of fish in any manner through 
the ice, except for dip-netting. 

(e) Other provisions: 

(1) The provisions of this special reg¬ 
ulation supplement the regulations which 
govern fishing on wildlife refuge areas 
generally which are set forth in Title 50, 
Code of Federal Regulations, Part 33. 

(2) A Federal permit is not required 
to enter the public fishing area. 

(3) The provisions of this special reg¬ 
ulation are effective to February 16,1964. 

W. A. Elkins, 

Acting Regional Director, Bureau 
or Sport Fisheries and Wildlife. 

December 12, 1963. 

[F.R. Doc. 63-13266; Filed, Dec. 23, 1963; 

8:47 a.m.] 


PART 33—SPORT FISHING 

Union Slough National Wildlife 
Refuge, Iowa 

The following special regulation is 
issued and is effective on date of publi¬ 
cation in the Federal Register. 


§ 33.5 Special regulations; sport fish¬ 
ing; for individual wildlife refuge 
areas. 

Iowa 

UNION SLOUGH NATIONAL WILDLIFE REFUGE 

Sport fishing on the Union Slough Na¬ 
tional Wildlife Refuge, Iowa, is permitted 
only on the area designated by signs as 
open to fishing. This open area, com¬ 
prising 6 acres or one percent of the 
total water area of the refuge, is delin¬ 
eated on a map available at the refuge 
headquarters and from the office of the 
Regional Director, Bureau of Sport Fish¬ 
eries and Wildlife, 1006 West Lake Street, 
Minneapolis 8, Minnesota. Sport fish¬ 
ing is subject to the following conditions: 

(a) Species permitted to be taken: 
Smallmouth and largemouth bass, bull¬ 
heads, yellow perch, and other minor 
species permitted by State regulations. 

(b) Open season: January 2, 1964, 
through March 15, 1964; daylight hours 
only; except season for smallmouth bass 
closes February 15,1964. 

(c) Daily creel limits: Smallmouth 
and largemouth bass—5, combined; Bull¬ 
heads—no limit; Yellow perch—15; creel 
limits for other minor species are as pre¬ 
scribed by State regulations. 

(d) Methods of fishing: 

(1) No more than two lines, with one 
hook on each line, may be used for fish¬ 
ing ; one hook means a single, double, or 
treble pointed hook. 

(2) The use of minnows or fish, or 
parts thereof, for bait is not permitted. 

(3) See applicable State regulations 
for additional details. 

(e) Other provisions: 

(1) The provisions of this special 
regulation supplement the regulations 
which govern fishing on wildlife refuge 
areas generally which are set forth in 
Title 50, Code of Federal Regulations, 
Part 33. 

(2) A Federal permit is not required to 
enter the public fishing area. 

(3) The provisions of this special 
regulation are effective to March 16,1964. 

W. A. Elkins, 

Acting Regional Director, Bureau 
of Sport Fisheries and Wildlife. 

December 12,1963. 

[F.R. Doc. 63-13248; Filed, Dec. 23, 1963; 

8:46 a.m.] 






Proposed Rule Making 


FEDERAL MARITIME COMMISSION 

[ 46 CFR Part 512 ] 

[Docket No. 1152] 

SEMIANNUAL REPORTING BY CAR¬ 
RIERS IN DOMESTIC OFFSHORE 
TRADES 

Notice of Proposed Rule Making 

On October 23, 1963, the Federal Mari¬ 
time Commission published in the Fed¬ 
eral Register (28 F.R. 11318) a notice of 
proposed rule making setting out pro¬ 
posed rules for semiannual reporting by 
carriers in the domestic offshore trades. 
The notice did not specify a part number 
which will be assigned in the event the 
proposed rules are adopted by the Com¬ 
mission as final rules. Notice is hereby 
given that Part 512 of 46 CFR will be so 
assigned, and for the purposes of identi¬ 
fication future notices will include this 
designation. 

Dated: December 19,1963. 

Thomas Lisi, 
Secretary . 

[F.R. Doc. 63-13258; Filed, Dec. 23, 1963; 

8:47 a.m.] 





Notices 


DEPARTMENT OF THE TREASURY 

Bureau of Customs 
ANTIDUMPING LAW 

Notice of Hearing Regarding 
Antidumping Regulations 

December 19, 1963. 

Notice is hereby given that the Treas¬ 
ury Department is presently reviewing 
its regulations (19 CFR 14.6-14.13) which 
are now in effect under the Antidumping 
Act (19 U.S.C. 160-173). It will afford 
all interested parties an opportunity to 
be heard on January 23, 1964, at 10:00 
a.m. f with regard to these regulations. 
The hearing will be held in Room 4121 of 
the Main Treasury Building, 15th Street 
and Pennsylvania Avenue NW., Wash¬ 
ington, D.C., 20220. 

Any person desiring to be heard should 
notify the undersigned, in writing, as 
soon as possible. Any such person should 
prepare his statement in writing and 
three copies of it should be supplied at 
the time of the hearing. 

Any person desiring to submit a state¬ 
ment without appearing or testifying 
orally may do so. 

[seal] James A. Reed, 

Assistant Secretary of the 
Treasury . 

[PR. Doc. 63-13315; Piled, Dec. 23, 1963; 

8:49 a.m.] 


Coast Guard 

[CGFR 63-85] 

“USS SAM RAYBURN” 

Closing of James River to Navigation 
During Launching 

By virtue of the authority vested in 
me as Gommandant, United States Coast 
r™; b 7 Treasury Department Ordei 
„Z t ted . July 31 - 1950 <15 P R- 6521) 
h,r! ec ? lve ° rder 10173, as amended 
hli XeCUt i ve 0rd ers 10277 and 10352, ] 
FedfbIt a ? rm for publication in the 

Wuen£ h R n GISTER the order of H - J 
Rear Admiral, United States 

Guard ^^rd. Commander, Fifth Coast 
thoritv who has exercised au- 

order District Commander, such 
raer reading as follows: 

Special Notice James River 

flant^Flfth k th , e re <tuest of the Comman- 
ana under tv, 61 Distrlct - Norfolk, Virginia, 

Espionage Art n f a ? th ° rlty of Tltle 11 of the 
« amended 15 ' - 1917 (4 ° stat - 220 ) 

amended T d Hpp^ d Exec utive Order 10173, as 
untu 3-30 n „ 6 that from 9:30 a m - e.s.t., 
Pay of Decemw t ° n Frlda 5' the 20th 
a , Prohibited area lVi 6 f ° llowln g area is 
closed to anr r, nd 1 order that it be 
hunching Jf P +a f son or vessel due to the 
(Sstumv *>«.-. ^e “USS Sam Rayburn” 


The 

Ne '»POrt NewB°H th p James River, Norfolk 
c °ordlnatee or i ?H* rb ° r ' Vir ginia, within th 
01 latitude 36 degrees 59 minute 


34 seconds north, longitude 76 degrees 26 
minutes 53 seconds west at the shoreline of 
Newport News at the foot of 52d Street, 
Newport News, to a point 500 yards offshore 
at latitude 36 degrees 59 minutes 27 seconds 
north, longitude 76 degrees 27 minutes 10 
seconds west, thence southeasterly to a point 
latitude 36 degrees 58 minutes 43 seconds 
north, longitude 76 degrees 26 minutes 41 
seconds west, 500 yards off the shoreline of 
Newport News at the foot of 32d Street, New¬ 
port News, and thence to a point at latitude 
36 degrees 58 minutes 48 seconds north, lon¬ 
gitude 76 degrees 26 minutes 27 seconds west 
at Newport News Shipbuilding Pier 8 Light 
(Light List 2786.5). 

This prohibited area will be marked by 
two special purpose temporary buoys painted 
with orange and white horizontal bands as 
shown on the enclosed chart section. 

No person or vessel may remain in or enter 
this prohibited area. 

The Captain of the Port, Norfolk-Newport 
News Area, Virginia shall enforce this order. 

The Captain of the Port may be assisted 
by employees and facilities of any state or 
political subdivision thereof or any Federal 
Agency. 

For violation of this order Title II of the 
Espionage Act of June 15, 1917 (40 Stat. 
220), as amended, provides: 

“If any owner, agent, master, officer, or 
person in charge, or any member of the 
crew of any such vessel fails to comply with 
any regulation or rule issued or order given 
under the provisions of this title, or ob¬ 
structs or interferes with the exercise of any 
power conferred by this title, the vessel, 
together with her tackle, apparel, furniture, 
and equipment, shall be subject to seizure 
and forfeiture to the United States in the 
same manner as merchandise is forfeited 
for violation of the customs revenue laws; 
and the person guilty of such failure, ob¬ 
struction, or interference shall be fined not 
more than $10,000 or imprisoned not more 
than two years, or both.” 

‘‘If any other person knowingly fails to 
comply with any regulation or rule issued 
or order given under the provisions of this 
title, or knowlingly obstructs or interferes 
with the exercise of any power conferred by 
this title, he shall be punished by imprison¬ 
ment for not more than ten years and may, at 
the discretion of the court, be fined not more 
than $10,000.” 

Dated: December 6,1963. 

[seal] e. J. Roland, 

Admiral, U.S. Coast Guard, 
Commandant . 

[F.R. Doc. 63-13269; Filed, Dec. 23, 1963; 

8:48 a.m.] 


Office of the Secretary 

[AA 643.3-m] 

STEEL REINFORCING BARS FROM 
CANADA 

Determination of Sales at Less Than 
Fair Value 

December 17,1963. 

A complaint was received that steel 
reinforcing bars from Canada were being 
sold in the United States at less than fair 
value within the meaning of the Anti¬ 
dumping Act of 1921. 


I hereby determine that steel rein¬ 
forcing bars from Canada, manufac¬ 
tured by Western Canada Steel Limited 
through its subsidiary, the Vancouver 
Rolling Mills Limited of Vancover, Can¬ 
ada, are being, or are likely to be, sold 
at less than fair value within the mean¬ 
ing of section 201(a) of the Antidumping 
Act, 1921, as amended (19 U.S.C. 160(a)). 

Statement of reasons. The informa¬ 
tion received indicated that shipments 
to the United States were pursuant to 
outright sales transactions between firms 
not related within the meaning of sec¬ 
tion 207 of the Antidumping Act. 

The quantity sold in the home market 
for home consumption was sufficient to 
form a basis for the fair value com¬ 
parison. 

Accordingly, the appropriate compar¬ 
ison for fair value purposes is between 
purchase price and home market price. 

Purchase price was calculated on the 
basis of the f.o.b. mill selling price for 
export to the United States. 

The home market price was calculated 
on the basis of the f.o.b. mill selling price 
for home consumption. The record dis¬ 
closed no reason for a circumstance of 
sale adjustment or for a quantity allow¬ 
ance. 

Purchase price was found to be lower 
than the home market price during the 
entire period involved. 

This determination and the statement 
of reasons therefor are published pur¬ 
suant to section 201(c) of the Anti¬ 
dumping Act, 1921, as amended (19 
U.S.C. 160(c)). 

[seal] James A. Reed, 

Assistant Secretary of the 
Treasury. 

[F.R. Doc. 63-13273; Filed, Dec. 23, 1963; 

8:48 a.m.] 

DEPARTMENT OF DEFENSE 

Office of the Secretary 
PROCESSING OF CLAIMS 

Single Service Assignment of 
Responsibility 

The Deputy Secretary of Defense ap¬ 
proved the following revision to Delega¬ 
tion of Authority published at 28 F.R. 
6753 on December 4, 1963: 

Refs.: 

(a) Foreign Claims Act (10 U.S.C. 2734). 

(b) Military Claims Act (10 U.S.C. 2733). 

(c) 10 U.S.C. 2734a, 2734b, Pro-rata cost¬ 
sharing of claims pursuant to international 
agreement. 

(d) NATO Status of Forces Agreement (4 
UST 1792, TIAS 2846) and other similar 
agreements. 

(e) DOD Directive 5515.8, subject as above, 
June 13, 1962 (hereby cancelled). 

(f) Act of September 25, 1962 (42 U.S.C. 
2651-2653), Claims for Reimbursement for 
Medical Care furnished by the United States. 

(g) Act of October 9, 1962 (76 Stat. 767, 
10 U.S.C. 2736), Claims not cognizable under 
any other provision of law. 


14245 







14246 


NOTICES 


(h) Act of June 10, 1921 (42 Stat. 24, 31 
TJ.S.C. 71), Claims and demands by the Gov¬ 
ernment of the United States. 

I. Purpose. This Directive assigns 
Single Service responsibility for the proc¬ 
essing of claims against and in favor 
of the United States. 

II. Cancellation . Reference (e) is 
hereby superseded and cancelled. 

III. Scope. This Directive is effective 
during peacetime and under war or 
emergency conditions, subject to the 
continued applicability of References 
(a), (b), (c), (d), (f), (g), and (h). 

IV. Assignment of responsibility. A. 
Responsibility for the processing of all 
claims in favor of the United States 
which are cognizable under References 
(d), (f), or (h), or against the United 
States which are cognizable under Ref¬ 
erences (a), (b), (c), (d), or (g), which 
arise in the following countries is as¬ 
signed to the Military Departments des¬ 
ignated below: 

1. Department of the Army: Belgium, 
Ethiopia, France, The Federal Republic 
of Germany, Iran, Korea, Republic of 
Vietnam, and as the Receiving State Of¬ 
fice in the United States under Refer¬ 
ences (c) and (d). 

2. Department of the Navy: Australia, 
Iceland, Italy, and Portugal. 

3. Department of the Air Force: Can¬ 
ada, Denmark, Greece, Japan, Libya, 
Luxembourg, Netherlands, Norway, Pak¬ 
istan, Saudi Arabia, Spain, Turkey, and 
the United Kingdom. 

B. Notwithstanding the provisions of 
section IV. A., the Department of the 
Navy is hereby authorized to settle non¬ 
scope of duty claims under $200 arising 
in foreign ports visited by U.S. forces 
afloat, and may, subject to the concur¬ 
rence of the authorities of the receiving 
state concerned, process such claims 
without regard to international agree¬ 
ments described in Reference (d) re¬ 
garding the processing of nonscope 
claims by receiving and sending State 
authorities. 

C. On an interim basis prior to receiv¬ 
ing confirmation and approval from the 
appropriate office in the Office of the 
Secretary of Defense, the Unified Com¬ 
mander may, when necessary to imple¬ 
ment contingency plans, assign single 
service responsibility for processing of 
claims in countries where such assign¬ 
ment has not already been made under 
this Directive. 

Maurice W. Roche, 
Administrative Secretary. 

[F.R. Doc. 63-13252; Filed, Dec. 23, 1963; 

8:46 a.m.] 


DEPARTMENT OF JUSTICE 

Office of Alien Property 
MARIE AND PETER FRAENKEL 

Notice of Intention To Return Vested 
Property 

Pursuant to section 32(f) of the Trad¬ 
ing With the Enemy Act, as amended, 
notice is hereby given of intention to 
return, on or after 30 days from the date 
of publication hereof, the following prop- 
No. 248-6 


erty, subject to any increase or decrease 
resulting from the administration 
thereof prior to return, and after ade¬ 
quate provision for taxes and conserva¬ 
tory expenses: 

Claimant, Claim No., and Property, and 
Location 

Mrs. Marie Fraenkel, 7, rue Viollier, Geneva, 
Switzerland; Claim No. 57994; Vesting Order 
No. 500A-76; $9.28 in the Treasury of the 
United States. Peter Fraenkel, 14, rue du 
Pre Jerome, Geneva, Switzerland; Claim No. 
57994; Vesting Order No. 500A-76; $27.85 in 
the Treasury of the United States. 

Executed at Washington, D.C., on De¬ 
cember 17, 1963. 

For the Attorney General. 

[seal] Anthony L. Mondello, 
Deputy Director, 
Office of Alien Property. 

[F.R. Doc. 63-13276; Filed, Dec. 23, 1963; 

8:48 a.m.] 


A. E. VAN ARKEL 

Notice of Intention To Return Vested 
Property 

Pursuant to section 32(f) of the Trad¬ 
ing With the Enemy Act, as amended, 
notice is hereby given of intention to 
return, on or after 30 days from the date 
of publication hereof, the following prop¬ 
erty, subject to any increase or decrease 
resulting from the administration 
thereof prior to return, and after ade¬ 
quate provision for taxes and conserva¬ 
tory expenses: 

Claimant, Claim No., and Property, and 
Location 

Professor A. E. van Arkel, Zoeterwoudsesin- 
gel 60, Leiden, The Netherlands; Claim No. 
33635; Vesting Order No. 500A-7; $723.34 in 
the Treasury of the United States. 

Executed at Washington, D.C., on De¬ 
cember 19,1963. 

For the Attorney General. 

[seal] Anthony L. Mondello, 

Deputy Director, 
Office of Alien Property. 

[F.R. Doc. 63-13277; Filed, Dec. 23, 1963; 
8:48 am.] 


DEPARTMENT OF COMMERCE 

Bureau of International Commerce 

WOLF OIL CORP. AND 
PAUL A. H. WOLFS 

Default Order Denying Export 
Privileges 

In the matter of Wolf Oil Corporation 
and Paul A. H. Wolfs, 52 Georges Gilliot 
Street, Hemiksem, Antwerp, Belgium, 
Case No. 323; Respondents. 

On April 4, 1963, the Acting Director, 
Export Control Investigations Division 
issued a charging letter against the above 
respondents alleging violations of the 
Export Control Act of 1949, as amended, 
and regulations thereunder. The charg¬ 
ing letter was duly served on the respond¬ 
ents and they failed to answer the 
charges, as provided in § 382.5 of the 


Export Regulations, and they were held 
to be in default. Two other respondents 
were named in the charging letter and 
they filed answers. 

Prior to the issuance of the charging 
letter and in accordance with § 382.11 of 
the Export Regulations an order tempo¬ 
rarily denying export privileges was is¬ 
sued against the above named respond¬ 
ents on November 21, 1962 (27 F.R. 
11823) and said order was extended on 
February 15, 1963 until the completion 
of compliance proceedings (28 F.R 
1595). 


In accordance with the usual practice, 
the case was referred to the Compliance 
Commissioner. He held an informal 
hearing. Counsel representing the In¬ 
vestigations Division moved to dismiss 
the charges against the respondents 
other than Wolf Oil Corporation and 
Paul A. H. Wolfs. On consideration of 
the matter and for good cause the Com¬ 
pliance Commissioner allowed said mo¬ 
tion. Evidence in support of the charges 
against the above named respondents 
was presented. The Compliance Com¬ 
missioner has reported the findings of 
fact and findings that violations have 
occurred and he has recommended that 
sanctions as hereinafter set forth be 
imposed. 

After considering the entire record 
and the report and recommendations of 
the Compliance Commissioner, I hereby 
make the following findings of fact: 

1. The respondent Wolf Oil Corpora¬ 
tion is a corporation with a place of busi¬ 
ness in Hemiksem, Antwerp, Belgium. 
The respondent Paul A. H. Wolfs is gen¬ 
eral manager of said corporation and is 
the individual responsible for the con¬ 
duct and operations of its business. The 
said Wolfs acted on behalf of Wolf Oil 
Company in the transactions hereinafter 
set forth. The respondents collectively 
will at times herein be referred to as 
Wolf Oil. 

2. Prior to April 1961 Wolf Oil had 

an order from a Cuban customer for a 
substantial quantity of tetraethyl lead 
(TEL), a motor-mix compound used to 
raise the octane quality of gasoline. 
Wolf Oil inquired of a supplier in Brus¬ 
sels, Belgium, whether it could supply 
the TEL. This supplier was not a pro¬ 
ducer of TEL and after some negotia¬ 
tions it learned that it could obtain the 
quantity of the TEL desired from a u.b. 
producer by purchasing through the pro¬ 
ducer’s Belgian distributor, also located 
in Brussels. . . 

3. Wolf Oil ordered approximately w 

metric tons of TEL from the supplier n 
originally contacted. This supply 
placed the order with the Belgian dis¬ 
tributor. The distributor in turn o - 
dered the material from the TJ.S. pro¬ 
ducer to be shipped for account of vv 
Oil’s supplier. Wolf Oil represented w 
its supplier that the TEL would 
blended with gasoline in a refinery 
Antwerp. On the basis of this repr 
sentation the supplier made this. r 
representation to the XJ.S. P 1 *® , 0 

The representation by Wolf Oil was 
and known to it to be false. ducer 

4. On May 19, 1961 the tTS produ ^ 
shipped via ocean vessel from «ew 

to Antwerp 558 steel drums contai 
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approximately 180 metric tons of TEL. 
The invoice from the producer to the 
supplier contained the following desti¬ 
nation control notice: “United States law 
prohibits disposition of these commodi¬ 
ties to the Soviet bloc, Communist China, 
North Korea, Macao, Hong Kong, or 
Communist controlled areas of Vietnam, 
Laos and Cuba, unless authorized by the 
United States." The bill of lading under 
which the goods were shipped contained 
the following destination control notice: 
“These commodities licensed by U.S. for 
ultimate destination Belgium. Diver¬ 
sion contrary to U.S. law prohibited." 

5. Wolf Oil arranged with his supplier 
to pay for the goods and when the goods 
arrived in Antwerp, the supplier, on 
instructions from Wolf Oil, turned the 
goods over to a forwarding firm desig¬ 
nated by Wolf Oil. On instruction from 
Wolf Oil the goods were shipped on 
June 14,1961 via ocean vessel from Ant¬ 
werp to Wolf Oil’s customer in Havana, 
Cuba. This reexportation was made 
without authorization from the Bureau 
of International Commerce. 

6. Wolf Oil knew that the TEL in ques¬ 
tion was a product of the United States 
and it also knew or had reason to know 
that reexportation of the goods from 
Belgium to Cuba would be in contra¬ 
vention of the U.S. Export Control Act 
and regulations thereunder. 

7. Prior to August 1962 Wolf Oil con¬ 
tracted with the Cuban Government to 
supply it with 5,000 tons of solvent bright 
stock. This material is one of the basic 
substances of lubricating oil. At that 
time the United States was one of the few 
countries which was capable of meeting 
the demand for such a quantity of this 
material. 

8. In July 1962 Wolf Oil ordered from 
a supplier in Hamburg, West Germany, 
1,000 tons of solvent bright stock to be 
delivered to Antwerp, Belgium. To fill 
this order the Hamburg supplier, through 
the Swiss agent of a U.S. producer, or¬ 
dered the material from the U.S. 
producer. 

9. Wolf Oil represented to the Ham¬ 
burg supplier that the material would 
be used in Belgium or West Germany 
and said supplier, relying on Wolf Oil’s 
^presentations, made the same repre¬ 
sentations to the U.S. supplier. Wolf 
uu at all times intended to reexport the 
material from Belgium to Cuba. Wolf 
^Ji knew that the material was of U.S. 

jlin and it knew that reexportation to 
TT<jr« W0U * d k e in contravention of the 

thereunder" Contro1 Act and re ^ ulations 
materia l was loaded on an 
toAnf VesSel in the us - to be exported 
Before the exportation was 
Oil L U S ;u authorities learned that Wolf 
of i Purchaser in Belgium and 
to Cnho^ 1 ^ 1 ?? 1 to reex Port the material 
U.s p Y n/\ under authority of the 

therpnr^ 0rt ?° ntro1 Law an d regulations 
mit thp der ’ U ‘ S ’ au thorities did not per- 
State s n exportation f ™m the United 


c luded fore g° in g I have con 

duced nrfi res P° n dents: Caused, in 
Prohibited h^ r0 ?u red the doing of act 
and refill ph? Export Control Ac 
regulations thereunder; knowingl; 


reexported U.S. commodities to Cuba 
contrary to notifications of prohibition 
against such actions, and to the condi¬ 
tions on export control documents; made 
and caused to be made false representa¬ 
tions and concealed material facts in¬ 
directly from the U.S. Government in 
connection with effecting an exporta¬ 
tion from the United States; knowingly 
attempted to bring about violations of 
the U.S. Export Regulations; all of said 
conduct being in violation of §§381.2, 
381.3, 381.5, and 381.6 of the Export 
Regulations. 

I have concluded that the recommen¬ 
dation of the Compliance Commissioner 
as to the sanction that should be im¬ 
posed on the respondents is fair and just 
and necessary to achieve effective en¬ 
forcement of the law. 

Accordingly, it is hereby ordered: 

I. The restrictions of the Temporary 
Denial Order which was entered against 
the respondents on November 21, 1962 
(27 F.R. 11823) and extended on Feb¬ 
ruary 15, 1963 (28 F.R. 1595) are hereby 
continued in full force and effect. 

II. So long as export controls are in 
effect the respondents and each of them 
hereby are denied all privileges of par¬ 
ticipating, directly or indirectly, in any 
manner or capacity, in any transaction 
involving commodities or technical data 
exported from the United States in whole 
or in part, or to be exported, or which 
are otherwise subject to the Export Reg¬ 
ulations. Without limitation of the gen¬ 
erality of the foregoing, participation 
prohibited in any such transaction either 
in the United States or abroad shall in¬ 
clude participation: (a) As a party or 
as a representative of a party to any 
validated export license application; (b) 
in the preparation or filing of any export 
license application or reexportation au¬ 
thorization, or document to be submitted 
therewith; (c) in the obtaining or using 
of any validated or general export license 
or other export control documents; (d) 
in the carrying on of negotiations with 
respect to, or in the receiving, ordering, 
buying, selling, delivering, storing, using, 
or disposing of any commodities or tech¬ 
nical data; (e) in the financing, forward¬ 
ing, transporting, or other servicing of 
such commodities or technical data. 

III. Such denial of export privileges 
shall extend not only to the respondents, 
but also to their agents and employees 
and to any successor and to any person, 
firm, corporation, or other business or¬ 
ganization with which they now or here¬ 
after may be related by affiliation, owner¬ 
ship, control, position of responsibility, 
or other connection in the conduct of 
trade or services connected therewith. 

IV. Two years after the date hereof 
the respondents may apply to have the 
effective denial of their export privileges 
held in abeyance while they remain on 
probation. Such applications shall be 
supported by evidence showing compli¬ 
ance with the terms of this order and 
such disclosure of details of their activi¬ 
ties relating to import and export trans¬ 
actions during said two years as may be 
necessary to determine their compliance 
with this order. The applications will 
be considered on their merits and in the 
light of conditions and policies existing 


at that time. The export privileges of 
respondents may be restored under such 
terms and conditions as appear to be 
appropriate. 

V. During the time when any re¬ 
spondent, related party, or other person 
within the scope of this order is pro¬ 
hibited from engaging in any activity 
within the scope of Part II hereof, no 
person, firm, corporation, partnership, 
or other business organization, whether 
in the United States or elsewhere, with¬ 
out prior disclosure to and specific au¬ 
thorization from the Bureau of Inter¬ 
national Commerce, shall do any of the 
following acts, directly or indirectly, in 
any manner or capacity, on behalf of or 
in any association with any respondent 
or other person denied export privileges 
within the scope of this order, or where¬ 
by any such respondent or such other 
person may obtain any benefit there¬ 
from or have any interest or participa¬ 
tion therein, directly or indirectly: (a) 
Apply for, obtain, transfer, or use any 
license, shipper’s export declaration, bill 
of lading, or other export control docu¬ 
ment relating to any exportation, re¬ 
exportation, transshipment, or diversion 
of any commodity or technical data ex¬ 
ported or to be exported from the United 
States, by, to, or for any such respondent 
or other person denied export privileges 
within the scope of this order; or (b) 
order, buy, receive, use, sell, deliver, store, 
dispose of, forward, transport, finance, 
or otherwise service or participate in any 
exportation, reexportation, transship¬ 
ment, or diversion of any commodity or 
technical data exported or to be exported 
from the United States. 

Dated: December 18, 1963. 

Forrest D. Hockersmith, 
Director, 

Office of Export Control. 

[F.R. Doc. 63-13256; Filed, Dec. 23, 1963; 

8:46 a.m.] 


ATOMIC ENERGY COMMISSION 

[Docket No. 27-33] 

LABORATORY FOR ELECTRONICS 
INC., TRACERLAB DIVISION 

Notice of Amendment of Byproduct, 
Source and Special Nuclear Mate¬ 
rial License 

Please take notice that the Atomic En¬ 
ergy Commission has issued Amendment 
No. 1 to License No. 20-1382-14 held by 
Laboratory for Electronics, Inc., Tracer- 
lab Division, 1601 Trapelo Road, Wal¬ 
tham, Massachusetts, which renews the 
license for a period of two years and 
authorizes the possession, storage, and 
transfer of Hydrogen 3 wastes in gaseous 
form. 

The license as amended provides for 
receipt, storage and transfer to author¬ 
ized land burial sites of byproduct, source 
and special nuclear material. The li¬ 
censee is limited to possession of the 
following amounts of material at any 
one time: 500 curies of Hydrogen 3; 100 
curies of other byproduct material; 500 
pounds of source material; and 250 
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grams of special nuclear material. The 
license amendment does not involve sig¬ 
nificant hazard considerations different 
from those previously evaluated since 
the licensee is not authorized to open 
packages. Further, all wastes must be 
in packages which are in accordance with 
Interstate Commerce Commission regu¬ 
lations or a license condition which con¬ 
tains essentially the same requirements 
as the Interstate Commerce Commission 
regulations. 

The Commission has determined pur¬ 
suant to the provisions of 10 CFR Parts 
2, 30, 40 and 70 that issuance of the 
amendment is consistent with applicable 
provisions of law, regulations and orders 
issued by the Commission. 

Within fifteen (15) days from the date 
of publication of this notice in the Fed¬ 
eral Register, the applicant may file a 
request for a hearing, and any person 
whose interest may be affected by this 
proceeding may file a petition for leave 
to intervene. Requests for a hearing and 
petitions to intervene shall be filed in 
accordance with the provisions of the 
Commission’s regulations (10 CFR Part 
2). If a request for a hearing or a peti¬ 
tion for leave to intervene is filed within 
the time prescribed in this notice, the 
Commission will issue a notice of hear¬ 
ing or an appropriate order. 

The text of the license is attached to 
this notice, except for “Appendix A” 
which is available for public inspection 
in the Commission s Public Document 
Room. 

Dated at Bethesda, Md., December 16, 
1963. 

For the Atomic Energy Commission. 

Eber R. Price, 
Assistant Director , 

Division of Licensing and Regulation. 

[License No. 20-1382-14; Arndt. No. 1] 

In accordance with application dated Sep¬ 
tember 4,1963, and amendment thereto dated 
October 3, 1963, License No. 20-1382-14 is 
amended in its entirety to read as follows: 

Pursuant to the Atomic Energy Act of 1954, 
as amended, and 10 CFR Part 30, “Licensing 
of Byproduct Material”; 10 CFR Part 40, “Li¬ 
censing of Source Material”; and 10 CFR Part 
70, “Special Nuclear Material”; and in re¬ 
liance upon the statements and representa¬ 
tions contained in the application, Labora¬ 
tory for Electronics, Inc., Tracer lab Division, 
is hereby authorized to receive, store, and 
transfer solid byproduct, source, and special 
nuclear material waste and Hydrogen 3 in 
gaseous form to authorized sites for land 
burial. 

This license shall be deemed to contain 
the conditions specified in section 183 of the 
Atomic Energy Act of 1954, as amended, and 
is subject to the Provisions of 10 CFR Part 
20, “Standards for Protection Against Radia¬ 
tion”, all other applicable rules, regulations, 
orders of the Atomic Energy Commission now 
or hereafter in effect and to the following 
conditions: 

1. The licensee shall not possess at any 
one time more than: 

A. 500 curies of Hydrogen 3. 

B. 100 curies of other byproduct material. 

C. 500 pounds of source material. 

D. 250 grams of special nuclear material. 

2. Byproduct, source and special nuclear 
material shall be received and transferred 
by or under the direct personal supervision 
of individuals designated by the licensee’s 


Radioisotope Committee as described in the 
application. 

3. The licensee shall only receive byprod¬ 
uct, source and special nuclear material 
which has been previously packaged in con¬ 
tainers in compliance with applicable Inter¬ 
state Commerce Commission regulations or 
with Condition 6 of this license. The con¬ 
tainers shall not be opened by the licensee. 

4. Except as specifically provided other¬ 
wise in this license the licensee shall receive, 
store and transfer byproduct, source and 
special nuclear material in accordance with 
procedures in the application dated May 2, 

1961, and amendments thereto dated April 
28, 1961, and June 16, 1961, and in the appli¬ 
cation dated September 4, 1963, and amend¬ 
ment thereto dated October 3, 1963. 

5. A copy of the “Health Physics Manual” 
dated June 1960, as revised by letters dated 
January 18, 1962, February 26, 1962, July 16, 

1962, August 21, 1962, and September 12, 
1962, shall be supplied to each individual 
involved in the receipt, storage and transfer 
of byproduct, source and special nuclear 
material. 

6. The transportation of AEC-licensed 
material to and from the location designated 
in Condition 7 shall be subject to the appli¬ 
cable regulations of the Interstate Commerce 
Commission, United States Coast Guard and 
other agencies of the United States having 
appropriate jurisdiction, and where such reg¬ 
ulations are not applicable shall be in ac¬ 
cordance with the following requirements 
except as specifically provided by the Atomic 
Energy Commission: 

A. Outside shipping containers. (1) the 
containers shall meet any one of the follow¬ 
ing specifications described in Appendix A 
attached hereto: 

a. 15A, 15B, 12B, 6A, 6C, 17C, 17H, 19A, 
or 19B for the containment of radioactivity 
in amounts not in excess of 2.7 curies; except 
polonium, 2 curies; or 

b. Specification 55 for containment of solid 
cobalt 60, cesium 137, iridium 192, or gold 
198 in amounts not in excess of 300 curies. 

(2) There shall be no removable radio¬ 
active contamination on any exterior surface 
of “the container in excess of 500 d/m/100 
sq. cm. alpha and 0.1 mrep/hr beta-gamma 
radiation. 

(3) The smallest dimension of the con¬ 
tainer shall not be less than 4 inches. 

(4) The radiation level at any accessible 
surface of the container shall not exceed 
200 mrem/hr. 

(5) At one meter from any point on the 
radioactive source the radiation level shall 
not exceed 10 mrem/hr. 

(6) Containers which contain radioactive 
material emitting only alpha and/or beta 
radiation shall contain sufficient shielding to 
prevent the escape of primary corpuscular 
radiation to the exterior surface and to re¬ 
duce the secondary radiation at the surface 
of the container to at least 10 mrem/24 hours 
at any time during transportation. 

B. Inside containers. (1) Solid and gas¬ 
eous radioactive materials shall be packed in 
suitable inside containers designed to prevent 
rupture and leakage under conditions inci¬ 
dent to transportation. 

(2) Liquid radioactive materials must be 
packed in sealed glass, earthenware, or other 
suitable containers. The container must be 
surrounded on all sides by an absorbent ma¬ 
terial sufficient to absorb the entire liquid 
contents and be of such nature that its effi¬ 
ciency will not be impaired by chemical re¬ 
actions with the contents. Where shielding 
is required the absorbent material must be 
placed within the shield. If the inside con¬ 
tainer meets the Specification 2R in Appendix 
A the absorbent material is not required. 

(3) Materials containing radioisotopes of 
plutonium, americium, polonium, curium, or 
strontium 90, in quantities in excess of 100 


microcuries, must be packed in containers 
which meet Specification 2R in Appendix A 

C. Shielding. Inside containers must be 
completely surrounded with sufficient shield¬ 
ing to meet the requirements of subpara¬ 
graphs A(4), A(5), and A(6) of this condi¬ 
tion. The shield must be so designed that 
it will not open or break under normal con¬ 
ditions incident to transportation. 

D. Labeling. Each outside container label 
required under § 20.203(f) of 10 CFR Part 
20 shall bear the following information: 

(1) Total activity in millicuries, or in the 
case of source and special nuclear material, 
the total weight; 

(2) principal radioisotope; 

(3) radiation level at the surface of the 
container and at one meter from the source; 
and 

(4) the name and address of the licensee. 

E. Each vehicle in which licensed material 
is transported shay be marked or placarded 
on each side and ihe rear with lettering at 
least 3 inches high as follows: “Dangerous- 
Radioactive Material”. 

F. Accidents. In the event of an accident 
involving any vehicle transporting licensed 
material, immediate steps shall be taken to 
prevent radiation exposure of persons and to 
control contamination. 

G. Exemptions. Specific approval must be 
obtained from the Atomic Energy Commis¬ 
sion for modification of, or exemption from, 
the requirements of the license condition. 
Requests for such approval should be di¬ 
rected to the Chief, Isotopes Branch, Divi¬ 
sion of Licensing and Regulation, Atomic 
Energy Commission and should contain suf¬ 
ficient information to support such a request. 

7. The licensee shall store packaged by¬ 
product, source and special nuclear material 
only at its facilities located at 1601 Trapelo 
Road, Waltham 54, Massachusetts, as de¬ 
scribed in the application. 

8. Byproduct, source and special nuclear 
material received under this license shall be 
disposed of within 21 months from the date 
on which Laboratory for Electronics, Inc., 
Tracerlab Division, first takes possession of 
such material. 

9. Containers received or transferred by 
Laboratory for Electronics, Inc., Tracerlab 
Division, shall not contain more than 20 
grams of special nuclear material per con¬ 
tainer. 

This amendment is effective as of the date 
of issuance and shall expire two (2) years 
from the last day of the month in whlcn 
this amendment is issued. 

Date of issuance: December 16, 1963. 

For the Atomic Energy Commission. 

Eber R. Price, 
Assistant Director, 

Division of Licensing and Regulation. 
[F.R. Doc. 63-13265; Filed, Dec. 23, 1963, 
8:47 a.m.] 


[Docket No. 50-200] 

BABCOCK AND WILCOX CO. 
Proposed Issuance of Facility License 

Pursuant to section 189 of the Atom*' 
Energy Act of 1954, as amended, ^ • 
of 10 CFR Part 50 and § 2.105 1 nf e ss 

Part 2, notice is hereby given tha u 
within thirty (30) days after P ubll ^ B 
of this notice in the Federal 
request for a hearing is by the 

U.S. Atomic Energy Commission W' 
Babcock and Wilcox Company b y 

tlon tor tore to. ln = e “ ® 
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10 CFR Part 2, the Commission proposes 
to issue a provisional operating license 
to the Babcock & Wilcox Company, sub¬ 
stantially in the form set forth below, 
authorizing the Babcock & Wilcox Com¬ 
pany to operate the Babcock & Wilcox 
Test Reactor at power levels up to 6 
megawatts thermal. 

Prior to the issuance of the license 
the Babcock & Wilcox Company will be 
required to provide proof of financial pro¬ 
tection which satisfies the requirements 
of 10 CFR Part 140 and to execute an in¬ 
demnity agreement as required by sec¬ 
tion 170 of the Atomic Energy Act of 
1954, as amended, and 10 CFR Part 140; 
in addition, prior to issuance of the li¬ 
cense the facility will be inspected by 
representatives of the Commission to de¬ 
termine whether it has been constructed 
in accordance with the provisions of 
Construction Permit No. CPTR-4, with 
the exception of a high pressure test 
loop, construction of which will not be 
completed before issuance of the pro¬ 
posed license. The proposed license does 
not authorize operation of the reactor 
with a test loop, but requires the apprival 
of the Commission before installation of 
any test loop in the reactor core. 

The Commission has found that the 
application, as amended, complies with 
the requirements of the Atomic Energy 
Act of 1954, as amended, and the Com¬ 
mission’s regulations as set forth in 
Title 10, Chapter 1, CFR. 

For further details with respect to this 
proposed issuance, see (1) the applica¬ 
tion filed by the Babcock & Wilcox Com¬ 
pany dated July 10, 1962, and amend¬ 
ments thereto dated August 14, 1962, 
September 4, 1962, November 8, 1962, 
July 17, 1963, October 23, 1963, and Oc¬ 
tober 29, 1963, (2) the report of the Ad- 
Committee on Reactor Safeguards 
ACRS) dated October 14, 1963, (3) 

? r ^ed hazards analysis prepared 
oy the Test and Power Reactor Safety 
^he ^vision of Licensing 
ana Regulation, and (4) the Technical 
Reifications designated as Appendix 
oki f° the licen se, which are avail¬ 
able for public inspection at the Com¬ 
missions Public Document Room, 1717 
L Washington, D.C. A 

DivL°i hazards analysis of the 

a !l l Llcensing and Regulation and 
oSr°L th , e n report of the ACRS da ted 
Publio ni 4 ’ 1963 may be Gained at the 
totheAMm^ ment Room ' or upon request 
mgton At 2 f 1C T?o ergy Commi ssion, Wash- 
£„ 2 ; t?- C - A «^tion: Director, 
non of Licensing and Regulation. 

20th*d» v Bethesda, Maryland, this 

™ aay 0 f December 1963 . 

F °‘ the Atomic Energy Commission. 

EberR. Price, 

Acting Director, Division of 
Licensing and Regulation. 
/OPOSED ^VISIONAL OPERATING LICENSE 

pll «tothe P w IOnal °P eratl “S license ap- 
5 K! moderate* r ° geneous - light water cooled 
E ibcoek & W ite reactor owned by the 
,e bed to aa «b? Com P a ny (hereinafter re¬ 
nted by Bahe^ff k & WUcox ”> and desig- 
4 Uni ,52* * Wllcox “ ^e -Babcock 
r ^t«r la i<t atArf Reaotor (BAWTR) .” The 
“'tynchbure Ite ap p roxlma tely 4 miles east 

B. Virginia, at Babcock & Wilcox’s 


Nuclear Development Center in Campbell 
County, Virginia, and is described in Bab¬ 
cock & Wilcox’s application for operating 
license dated July 10, 1962 and amendments 
thereto dated August 14, 1962, September 4, 
1962, November 8, 1962, July 17, 1963, Octo¬ 
ber 23, 1963, and October 29, 1963 (herein¬ 
after collectively referred to as ‘t‘he applica¬ 
tion”) . 

2. Pursuant to the Atomic Energy Act of 
1954, as amended (hereinafter referred to as 
“the Act”), and having considered the record 
in this matter, the Atomic Energy Commis¬ 
sion (hereinafter referred to as “the Com¬ 
mission”) finds that: 

A. Construction of the facility has pro¬ 
ceeded, and there is reasonable assurance 
that the facility will be completed, in con¬ 
formity with the construction permit and 
the application as amended, the provisions of 
the Act, and the rules and regulations of the 
Commission. 

B. There is reasonable assurance (i) that 
the activities authorized by this provisional 
operating license can be conducted without 
endangering the health and safety of the 
public, and (ii) that such activities will be 
conducted in compliance with the rules and 
regulations of the Commission; 

C. Babcock & Wilcox is technically and 
financially qualified to engage in the activ¬ 
ities authorized by this provisional operating 
license in accordance with the rules and 
regulations of the Commission, and to as¬ 
sume responsibility for payment of Commis¬ 
sion charges for the special nuclear material 
allocated; 

D. Babcock & Wilcox has submitted proof 
of financial protection which satisfies the 
requirements of 10 CFR Part 140, and has 
executed an indemnity agreement as re¬ 
quired by section 170 of the Act and 10 
CFR Part 140; 

E. There is reasonable assurance that the 
reactor will be ready for initial loading with 
nuclear fuel within ninety (90) days from 
the date of issuance of this provisional op¬ 
erating license; 

F. The issuance of this provisional operat¬ 
ing license is not inimical to the common de¬ 
fense and security or to the health and 
safety of the public. 

3. Subject to the conditions and require¬ 
ments incorporated herein, the Commission 
hereby licenses Babcock & Wilcox: 

A. Pu rsua nt to section 104(b) of the Act 
and 10 CFR Part 50, to possess, use and op¬ 
erate the reactor as a utilization facility. 

B. Pursuant to the Act and 10 CFR Part 
70, to receive, possess and use In operation of 
the reactor at any one time: 

(1) 53.8 kilograms of contained uranium- 
235 as fuel for the operation of the reactor; 

(2) Ten grams of uranium-235 in ioniza¬ 
tion chambers. 

(3) 100 grams of uranium-235 for use as 
flux monitors. 

C. Pursuant to the Act and 10 CFR Part 
30, to receive, possess and use: 

(1) 500-curies of antimony-124 as anti¬ 
mony-beryllium neutron sources; 

(2) 15 curies of cobalt-60 as instrument 
calibration sources; 

(3) 100 millicuries of cesium-137 for cali¬ 
bration of instruments; 

(4) 100 millicuries of strontium-90 for 
functional testing of instruments; 

(5) 2 curies of tritium for pulsed neutron 
sources; 

(6) 100 curies of polonium-210 as polo¬ 
nium-beryllium neutron sources; for use in 
connection with operation of the reactor. 

D. Pursuant to the Act and 10 CFR 30, to 
possess but not to separate, such by-product 
materials as may be produced by operation 
of the reactor. 

4. This license shall be deemed to contain 
and be subject to the conditions specified in 
§ 30.32 of Part 30, §§ §0.54 and 50.59 of Part 
50, and § 70.32 of Part 70, Title 10, Chapter 
1. CFR, and to be subject to all applicable 
provisions of the Act, and to the rules, regu¬ 


lations and orders of the Commission, now 
or hereafter in effect, and to the additional 
conditions specified below: 

A. Babcock & Wilcox shall not operate the 
reactor at power levels in excess of 6 mega¬ 
watts thermal. 

B. No test loop shall be installed in the 
reactor core without prior written authori¬ 
zation by the Commission. 

C. Technical Specifications: 

The Technical Specifications contained in 
Appendix “A” hereto (hereinafter referred to 
as the “Technical Specifications”) are hereby 
Incorporated in this license. Except as 
otherwise permitted by the Act and the rules, 
regulations and orders of the Commission] 
Babcock & Wilcox shall operate the reactor 
in accordance with the Technical Specifica¬ 
tions. 

D. Records: 

In addition to those otherwise required 
under this license and applicable regulations, 
Babcock & Wilcox shall keep the following 
records: 

(1) Reactor operating records, including 
power levels and periods of operation at each 
power level. 

(2) Records showing radioactivity dis¬ 
charges into the air or water beyond the 
effective control of Babcock & Wilcox as 
measured at or prior to the point of such 
release or discharge. 

(3) Records of radioactivity levels at both 
on-site monitoring stations and off-site 
sampling stations. 

(4) Records of emergency shutdowns and 
inadvertent scrams including reasons for 
emergency shutdowns. 

(5) Records of safety system component 
tests and measurements performed pursuant 
to the Technical Specifications. 

(6) Records of maintenance operations in¬ 
volving substitution or replacement of re¬ 
actor equipment or components. 

(7) Records of experiments installed In 
the reactor including description, measured 
and calculated reactivity worths, locations, 
exposure time, total irradiation and any un¬ 
usual events involved in their performance 
in the reactor and in their handling. 

E. Reports: In addition to reports other¬ 
wise required under this license and applica¬ 
ble regulations: 

(1) Babcock & Wilcox shall make an im¬ 
mediate report in writing to the Commis¬ 
sion of any indication or occurrence of a 
possible unsafe condition relating to the 
operation of the reactor, including, without 
implied limitation: 

(a) Any substantial variance disclosed by 
operation of the reactor from the perform - 
ance specifications set forth in the Technical 
Specifications. 

(b) Any accidential release of radioac¬ 
tivity, whether or not resulting in property 
damage or personal injury or exposure above 
permissible limits. 

(2) Babcock & Wilcox shall make a report 
in writing to the Commission within 60 days 
after completion of the ascent to full power 
of the results pertinent to safety of the 
tests and operations conducted, including a 
description of changes made in the facility 
design, performance characteristics and op¬ 
erating procedures. 

(3) Babcock & Wilcox shall make a report 
in writing to the Commission within 60 days 
after the completion of six months of opera¬ 
tion of the reactor (calculated from the date 
of achievement of full power), and at the 
end of each six month period thereafter, 
which summarizes the following: 

(a) Total number of hours of operation 
and total energy generated by the reactor. 

(b) Number of shutdowns of the reactor 
with a brief explanation of the cause of each 
shutdown. 

(c) Operating experience including a sum¬ 
mary of the experimental program, a descrip- 
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tion of other tests performed In the reactor, 
number of malfunctions in the control and 
safety systems with brief explanation of each, 
and a description of all emergency evacua¬ 
tions of the containment building. 

(d) Principal maintenance performed and 
replacements made in the reactor and asso¬ 
ciated systems including a report on various 
tests performed on components of the re¬ 
actor and associated systems. 

(e) A description of the leak rate tests 
performed pursuant to the Technical Specifi¬ 
cations and the results of such tests includ¬ 
ing a description of any necessary corrective 
measures taken to meet the requirements of 
the Technical Specifications for leak rate. 

(f) Significant changes made in operating 
procedures and in plant organization. 

(g) Radiation levels recorded at both on¬ 
site monitoring stations and off-site sampling 
stations. 

5. Pursuant to § 50.60 of 10 CFR Part 50, 
the Commission has allocated to Babcock & 
Wilcox for use in the operation of the reactor 
53.8 kilograms of uranium-235 contained in 
uranium at the isotopic ratios specified in 
the application. Estimated schedules of 
special nuclear material transfers to Babcock 
& Wilcox and returns to the Commission are 
contained in Appendix “B” attached hereto. 
Transfers by the Commission to Babcock & 
Wilcox in accordance with column (2) in 
Appendix “B” will be conditioned upon Bab¬ 
cock & Wilcox’s return to the Commission of 
material substantially in accordance with 
column (3) of Appendix “B”. 

6. This license shall be effective as of the 
date of issuance and shall expire eighteen 
(18) months from said date, unless extended 
for good cause shown, or upon the earlier 
issuance of a superseding operating license. 

Attachments: Appendix "A”, Appendix 
«‘B”. 

Date of issuance: 

For the Atomic Energy Commission. 


Director, Division of 
Licensing and Regulation. 

[F.R. Doc. 63-13333; Filed, Dec. 23, 1963; 
10:45 a.m.] 


CIVIL AERONAUTICS BOARD 

[Docket No. 14847 etc.] 

SOUTH PACIFIC-PAN AMERICAN 
ROUTE TRANSFER CASE 

Notice of Prehearing Conference 

Notice is hereby given that a prehear¬ 
ing conference in the above-entitled 
matter is assigned to be held on Jan¬ 
uary 9, 1964, at 10 a.m., e.s.t., in Room 
725, Universal Building, Connecticut and 
Florida Avenues NW., Washington, D.C., 
before Examiner Milton H. Shapiro. 

Dated at Washington, D.C., December 
19,1963. 

[seal] Francis W. Brown, 

Chief Examiner. 

[F.R. Doc. 63-13267; Filed, Dec. 23, 1963; 
8:47 a.m.] 


[Docket No. 14901; Order E-20276] 

TRANS CARIBBEAN AIRWAYS 

Order of Investigation Relating to 
Group Tour-Basing Fare Between 
New York-San Juan 

Adopted by the Civil Aeronautics 
Board at its office in Washington, D.C., 
on the 18th day of December 1963. 


By tariff revisions 1 marked to become 
effective December 21, 1963, Transporta¬ 
tion Corporation of America (Trans 
Caribbean Airways) proposes to estab¬ 
lish a group tour-basing fare applicable 
to New York-San Juan third-class serv¬ 
ice in jet aircraft. The proposed round- 
trip fare of $95.00 represents a 22 percent 
reduction from individually ticketed 
standard third-class service and is appli¬ 
cable when purchased as a part of an 
“Advertised Air Tour” 2 for groups of 100 
or more passengers traveling together on 
the outbound flight. The fares are not 
applicable on flights departing between 
early Saturday morning and Sunday eve¬ 
ning and are further unavailable on cer¬ 
tain days during holiday periods. The 
tariff, which bears an expiration date of 
May 15, 1964, establishes that the re¬ 
turn portion of a ticket is valid no earlier 
than 5 days and no later than 30 days in 
addition to the date of departure from 
point of origin, and requires reservations 
and payment at least 7 days prior to 
commencement of travel. 

The tariff refund rules provide that 
individual tickets will be refunded to the 
person responsible for the travel ar¬ 
rangements, without penalty, provided 
the number in the group at departure 
time a* point of origin is not less than 
100 passengers. If the number of pas¬ 
sengers is less than 100, the balance of 
the group may travel provided compen¬ 
sation is paid to the carrier in an amount 
equal to $15.00 times the number by 
which the group is less than 100 pas¬ 
sengers. The entire group may cancel 
without penalty at least 7 days prior to 
departure of the flight from point of 
origin. However, cancellation of the 
group later than 7 days prior to flight 
departure from point of origin will sub¬ 
ject the group to a penalty of $15.00 per 
unused ticket. 

A complaint requesting investigation 
and suspension of the proposed tariff was 
filed by Pan American World Airways, 
Inc. (Pan American). The complaint is 
not timely filed in accordance with Rule 
505(b) of the rules of practice insofar as 
it requests suspension, and to that extent 
it will be dismissed. However, the Board 
will consider the merits of Pan Ameri¬ 
can’s complaint insofar as it requests an 
investigation of the Trans Caribbean 
proposal. In support of its complaint, 
Pan American states that the proposed 
tariff is not sufficiently restrictive; the 
proposed fare is unreasonably low; Trans 
Caribbean has failed to show any eco¬ 
nomic justification for its proposal; and 
the proposal is unjustly discriminatory 
as to the standard-fare third-class pas¬ 
sengers and also because it involves a 
tie-in sale with a package tour. 

Answers in opposition to the complaint 
have been filed by Trans Caribbean and 
the Commonwealth of Puerto Rico 
(Commonwealth). Trans Caribbean 


1 To Transportation Corporation of Ameri¬ 
ca’s C.A.B. No. 26 (Trans Caribbean Airways, 
Inc., series). 

2 An “Advertised Air Tour’’ consists of (1) 

round-trip air transportation between New 

York-San Juan, (2) lodging for at least 5 

nights, and (3) two sight-seeing trips. The 

total price of the tour for each passenger 

must be not less than the applicable fare 

named in the tariff plus $58.00. 


states that similar fares which were per¬ 
mitted to become effective in other mar¬ 
kets establish a precedent for Trans 
Caribbean’s proposal; the proposal has 
substantial restrictions which differen¬ 
tiate it from other services; the proposed 
fare is reasonably related to presently 
effective unrestricted group fares in this 
market; the proposed fare is compensa¬ 
tory since it exceeds even the fully allo¬ 
cated costs of individually ticketed third- 
class service; the proposed fare is limited 
to off-peak week days; and the proposal 
will aid in reversing load factor deterio¬ 
ration resulting from capacity growth 
outstripping traffic growth in this mar¬ 
ket. The Commonwealth states that the 
traveling public will benefit from this 
proposal more than will the carriers; the 
proposal will be beneficial to the Puerto 
Rico tourist industry and will bolster the 
declining rate of hotel occupancy; di¬ 
version from existing group travel will 
be minimal because of the present small 
number of group movements to Puerto 
Rico; the probable effect of the fare will 
be traffic generation; there will be cost 
savings to the carrier in handling large 
groups; and the proposal is not a tie-in 
sale within the meaning of the anti¬ 
trust laws, since the transportation and 
land accommodations are not from the 
same, or a related, seller. 

Trans Caribbean’s instant proposal 
presents essentially the same issues of 
justness and reasonableness, discrimina¬ 
tion, and preference and prejudice, which 
the Board noted in regard to other group 
tour-basing fares which have been or¬ 
dered investigated. 3 Accordingly, the in¬ 
stant proposal shall also be investigated. 
To facilitate the investigation, the Board 
will expect Trans Caribbean to keep ade¬ 
quate detailed records of traffic, revenues, 
and costs associated with the promotional 
fare here in issue. The Board will not 
suspend the effectiveness of the proposed 
fare for it does not appear prima facie 
unreasonably low, is experimental, is for 
a limited period of time, may tend to 
equalize weekend and weekday traffic 
flows, and may promote travel between 
New York and San Juan. The Board 
reaches this conclusion notwithstanding 
its earlier holding in the Tour Basin? 
Fares case, 4 * because of the Board’s dec ■ 
sions in the more recent past to permit w 
become effective for an experixnen 
period fares in which similar issues 
discrimination were present. 6 * * 

Accordingly, pursuant to the P r0 ^ 10 
of the Federal Aviation Act of I8wj» 
amended, and particularly sect , 
204(a), 403, 404, and 1002 thereof, a 
Rule 505(b) of the Board’s rules of P« 
tice in Economic Proceedings : 

It is ordered, That: ^ . ... 

1. An investigation be instituted*) 
termine whether the fare and pio^ 
on 3d Revised Page 5-C 3d Rev sedP^ 
5-D, 1st Revised Page 5 -E 1st Revise* 
Page 5-F, 1st Revised Page 5-G ^nd 

Revised Page 7-A of Transportations 

poration of America C.A.B. No. 

3 E.g., Orders E-18790, Sept. 17. I 262 ’ ®T 
18838, Sept. 28, 1962; and ’ nt fare 

1963 (groups of 10, with 25 P 
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Caribbean Airways, Inc., series), includ¬ 
ing subsequent revisions and reissues 
thereof, are or will be, unjust or unrea¬ 
sonable! unjustly discriminatory, unduly 
preferential, unduly prejudicial, or other¬ 
wise unlawful and if found to be unlawful 
to determine and prescribe the lawful 
fare and provisions; 

2. Except to the extent granted herein, 
the complaint of Pan American World 
Airways, Inc. in Docket 14901 be, and it 

hereby is, dismissed; 

3. This investigation be set for hear¬ 
ing before an Examiner of the Board at a 
time and place hereafter to be desig¬ 
nated; and 

4. A copy of this order be filed with the 
aforesaid tariffs and be served upon Pan 
American World Airways, Inc., Transpor¬ 
tation Corporation of America, and the 
Commonwealth of Puerto Rico, which are 
made parties to the investigation ordered 
herein. 

This order will be published in the 

Federal Register, 

By the Civil Aeronautics Board. 

[seal] Harold R. Sanderson, 

Secretary. 

[PR. Doc. 63-13268; Filed, Dec. 23, 1963; 

8:47 a.m.] 


FEDERAL POWER COMMISSION 

[Docket No. G-5671 etc.] 

W. B. OSBORN, JR., ET AL. 

Notice of Applications for Certificates, 
Abandonment of Service and Peti¬ 
tions To Amend Certificates 1 

December 17,1963. 
Take notice that each of the Appli¬ 
cants listed herein has filed an applica¬ 
tion or petition pursuant to section 7 of 
the Natural Gas Act for authorization to 
sell natural gas in interstate commerce 
or to abandon service heretofore author¬ 
ized as described herein, all as more fully 
described in the respective applications 
and amendments which are on file with 
the Commission and open to public 
inspection. 

h , or Petitions to intervene may 

e filed with the Federal Power Com¬ 
mission, Washington, D.C., 20426, in ac¬ 
cordance with the rules of practice and 
Procedure (18 CFR 1.8 or 1.10) on or 
oeiore January 13, 1964. 

thl a ^ e ^ ur ? her n °tice that, pursuant to 
t ^ uthorit y contained in and subject 
p , jurisdiction conferred upon the 
7 i Power Commission by sections 
[hl r 15 ° f the Nat u r al Gas Act, and 
DrLS >mmission,s rules of Practice and 
furth c Ule ’ * hear *ng will be held without 
all » 0t ^ before the Commission on 
Petitw, h . at ! 0ns in whlch no protest or 
time JL*? 1 " tervene ls filed within the 
°n its r!!, UlreC ^ l* ere ln» If the Commission 
that a era 11 , re ^* ew of the matter believes 
- grant of the certificates is required 

d&Uttn* does not P r °vide for consoli- 
covered her^** 1118 0f the severa l matters 
strued. n ’ nor should it be so con- 


by the public convenience and necessity. 
Where a protest or petition for leave to 
intervene is timely filed, or where the 
Commission on its own motion believes 
that a formal hearing is required, further 
notice of such hearing will be duly given. 


Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Applicants to appear or 
be represented at the hearing. 

Joseph H. Gutride, 

Secretary. 


Docket No. and 
date filed 


G-5671_ 

C 11-22-63 

G-5672. 

C 11-22-63 

0-5673. 

C 11-22-63 

G-5675. 

C 11-22-63 

G-6453. 

A 11-29-54 

G-7207.. 

D 12-6-63 


G-7751. 

A 1-17-55 

0-9299. 

C 12-9-63 

G-16218. 

D 12-9-63 

C160-355. 

D 12-9-63 
C160-784 
A 6-20-60 
D 4-10-61 
D 6-18-62 

CI61-453. 

E 12-3-63 


C161-776.... 
E 12-3-63 

C161-810_ 

E 12-9-63 


C161-1133... 

C 12-6-63 
CI61-1212... 
E 12-3-63 


CI61-1248- 

E 12-3-63 
CI61-1631... 
E 12-3-63 

C162-323_ 

E 12-3-63 


C162-604. 

C 12-11-63 

C163-464.. 

C 11-29-63 

C163-470_ 

C 12-3-63 

C163-655_ 

C 12-10-63 

C163-1040_ 

12-2-63 

C164-655_ 

A 12-5-63 

C164-656_ 

A 11-29-63 

C164-657_ 

A 12-5-63 

C164-658_ 

B 12-5-63 

G164-659.. 

B 12-6-63 

C164-660_ 

A 12-6-63 

C164-661.. 

B 12-6-63 

C164-662_ 

A 12-9-63 

C164-663_ 

A 12-9-63 

C164-664_ 

A 12-6-63 

C164-665_ 

A 12-6-63 

C164-666_ 

A 12-9-63 


C164-667.... 
B 12-5-63 


C164-670_ 

A 12-9-63 


C164-671_ 

A 12-9-63 


Applicant 


W. B. Osborn Jr.. 

Betty Osborn Biedenharn.. 
Charlotte Osborn Barrett. . 

Jewel Osborn__ 

Ben F. Brack_ 


Standard Oil Co. of Tex., A 
Division of Calilornia Oil 
Co. (Operator), et al. 
Jones-0'Brien, Inc. (Opera¬ 
tor), et al. 

Phillips Petroleum Co.. 


Gulf Oil Corp.. 


G.H. Vaughn, Jr. and Jack C. 

Vaughn (Operators), et al. 
Thomas E Berry et al.. 


Kelly, Butterworth A Lc- 
mann (Successor to Robert 
L. Wolff). 

— do.. 


Tenneco Oil Co. (Operator), 
et al. (Successor to Pel-Tex 
Petroleum Company. Inc. 
(Operator), et al.) 

Amerada Petroleum Corp... 

Kelly, Butterworth A Le- 
mann (Successor to Robert 
L. Wolff). 

.do .... 


.do.. 


Kelly, Butterworth A Le- 
mann (Successor to Robert 
L. Wolff, et al.). 

Allerton Miller.. 


Socony Mobil Oil Co., Inc_ 

_do... 


George L. Yaste, d.b.a. Oil 
States Sales Co. 

R. J. Caraway (Operator), et 

Shcil Oil Co__ 


H. C. Brillhart, Jr. 

General American Oil Co. of 
Texas 

Tenneco Corp.. 


Charles C. White (Operator), 
et al. 

H. A. Ells, et al_ 


.do.. 


The Waverly Oil Works Co... 

Gulf Oil Corp.... 

Cities Service Oil Co. 

Frank Moore, et al. 


Ralph F. Ketchum, d.b.a. 
Ketchum Oil Co. 

Tenneco Oil Co__ 


Marathon Oil Co. 


Pioneer Production Corp. 
(Operator), et al. 

C164-672. Imperial Oil Co.. 

A 12-9-63 

Filing code: A—Initial service. 

B—Abandonment. 

C—Amendment to add acreage. 

D—Amendment to delete acreage. 
E—-Succession. 

See footnotes at end of table. 


Purchaser, field and location 


Lone Star Gas Co., Katie Field, Garvin 
County, Okla. 

-do.. 


.do.. 

.do.. 


Kansas-Nebraska Natural Gas Co., Inc., 
acreage in Kearny County, Kans. 

El Paso Natural Gas Co., acreage in Lea 
County, N. Mex. 

Tennessee Gas Transmission Co., Beth¬ 
any Gas Field, Panola County, Tex. 

El Paso Natural Gas Co., Tunstill Gaso¬ 
line Plant, Reeves County, Tex. 

Transwestern Pipeline Co., Panhandle 
Area, Beaver County, Okla. 

Texas Gas Transmission Corp., Griffin 
Unit Well No. 1, Claiborne Parish, La. 

Cities Service Gas Co., acreage in Logan 
County, Okla. 


Equitable Gas Co., Rush Run Lewis 
County, W. Va. 

-do.. 


Tennessee Gas Transmission Co., Trull 
(Francitas) Field, Matagorda County, 
Tex. 

Montana-Dakota Utilities Co., acreage in 
McKenzie County, N. Dak. 

Equitable Gas Co., Rush Run, Lewis 
County W. Va. 

_do... 


.do.. 

.do.. 


Equitable Gas Co., Buckhannon Dis¬ 
trict, Upshur County, W. Va. 

Transcontinental Gas Pipe Line Corp., 
La Gloria Area, Jim Wells County, Tex. 

Natural Gas Pipeline Co. of America, La 
Gloria Area, Jim Wells County, Tex. 

Equitable Gas Co., Clay District, Ritchie 
County, W. Va. 

Arkansas Louisiana Gas Co., Manziel 
Field, Wood County, Tex. 

South Texas Natural Gas Gathering Co., 
Schmidt Field, Hidalgo County, Tex. 

Northern Natural Gas Co., acreage in 
Ochiltree County, Tex. 

Warren Petroleum Corp., East Panhandle 
Sweet Gas Field, Wheeler County, Tex. 

United Gas Pipe Line Co., South Caesar 
Field, Bee County, Tex. 

Texas Gas Transmission Corp., Hanson 
Field, Hopkins County, Ky. 

Warren Petroleum Corp., East Panhandle 
Sweet Gas Field, Wheeler County, Tex. 

Lone Star Gas Co., East Panhandle Sweet 
Gas Field. Wheeler County, Tex. 

Equitable Gas Co., Otter District, Braxton 
County, W. Va. 

Cities Service Gas Co., North Nardin 
Field, Grant County, Okla. 

Colorado Interstate Gas Co., Wilburton 
Field, Morton County, Kans. 

Pennzoil Co., Troy District, Gilmer 
County, W. Va. 

Cushing Gas Transmission Co., North 
Lincoln County Pool, Lincoln County, 
Okla. 

Coastal States Gas Producing Co., East 
Mathis Field, San Patricio County, 
Tex. 

Arkansas Louisiana Gas Co., Wilbnrton 
Field, Pittsburg and Latimer Counties, 
Okla. 

Northern Natural Gas Co., Mammoth 
Creek, North (Cleveland) Field, Lips¬ 
comb County, Tex. 

Northern Natural Gas Co., acreage in 
Meade County, Kans. 


Price per 
Mcf 

Pres¬ 

sure 

base 

8.0 

14.65 

8.0 

14.65 

8.0 

14.65 

8.0 

14.65 

1 5.36 

14.65 

( l ) 


12.8021 

14.65 

14.69575 

14.65 

(*) 

. 

( 4 ) 


11.0 

14.65 

25.0 

15.325 

25.0 

15.325 

16.16947 

14.65 

16.0 

14.73 

25.0 

15.325 

25.0 

15.325 

25.0 

15.325 

25.0 

15.326 

25.0 

15.325 

8.89088 

14.65 

10.8231 

14.65 

25.0 

15. 325 

12. 55406 

14. 65 

16.0 

14.65 

15. 6238 

14.65 

6. 25 

14.65 

(«) 


( 7 ) 


5. 25 

14. 65 

(«) 


25.0 

15. 325 

13.0 

14.65 

16.0 

14.65 

15.0 

15. 325 

10.0 

14. 65 

Depleted 


15.0 

14.65 

17.0 

14.61 

16.0 

14. 68 
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NOTICES 


Docket No. and 
date filed 

Applicant 

Purchaser, field and location 

Price per 
Mcf 

Pres¬ 

sure 

base 


General American Oil Co. of 
Texas. 

Lone Star Gas Co., East Panhandle Sweet 
Gas Field, Wheeler County, Tex. 

United Gas Pipe Line Co., Old Ingleside 

(•) 


B 12-5-63 

C164-^74 

Depleted 


B 12-5-63 
CT64-675 

William S. Millener. 

Field, San Patricio County, Tex. 

Cities Service Gas Co., Hugoton Gas 

12.0 

16.4 

A 11-26-63 

C164-676 _ 

Pioneer Production Corp. 

Field, Stanton County, Kans. 

Northern Natural Gas Co., Mammoth 

17.0 

14.65 

A 12-10-63 

C164-677_ 

(Operator), et al. 

Humble Oil & Refining Co— 

Creek, North (Cleveland) Field, Lips¬ 
comb County, Tex. 

Natural Gas Pipeline Co. of America 

17.0 

14.65 

A 12-11-63 

P.Tfi4-R78 

K. D. Owen (Operator), et al. 

Livingston Oil Co_... 

Pledger Miocene Field, Brazoria 
County, Tex. 

Transcontinental Gas Pipe Line Corp., 

Depleted 


B 12-11-63 

C164-679 

Sour Lake Field, Hardin County, Tex. 
Kansas-Nebraska Natural Gas Co., Inc., 

12.5 

14. 65 

A 12-5-63 

C164-680_ 

Geological Exploration Co.... 

Bradshaw-Wedel Field, Hamilton 
County, Kans. 

Lone Star Gas Co., acreage in Rusk 

14.0 

14.65 

A 12-11-63 

C164-681_ 

Ashland Oil & Refining Co.. _ 

County, Tex. 

Northern Natural Gas Co., acreage in 

17.5 

14.65 

A 12-11-63 
mfu-ojw 

Tenneco Corp _ 

Beaver County, Okla. 

United Gas Pipe Line Co., Waskom 

(10) 


B 12-11-63 

C164-683 

do _ 

Field, Caddo Parish, La. 

Arkansas Louisiana Gas Co., Southeast 

Depleted 


B 12-11-63 
CI64-684 _ 

R. W. Lange (Successor to 

Braman Field, Kay County, Okla. 
Northern Natural Gas Co., Crist Gas 

12.0 

14.65 

A 11-27-63 
r.TfU-ARR 

Colorado Oil & Gas Corp.). 11 
J. A. Kimmey (Operator), 
et al. 

Ashland Oil & Refining Co... 

Unit, Finney County, Kans. 

Trunkline Gas Co., Captain Lucey Field, 
Jim Wells County, Tex. 

Arkansas Louisiana Gas Co., Erick Gas 

(**) 


B 12-9-63 

C164-686_ 

12.0 

14.65 

A 12-12-63 

C164-687 

Time Petroleum Co.. 

Field, Beckham County, Okla. 

Northern Natural Gas Co., acreage in 

16.0 

14.65 

A 12-12-63 

C164-688_ 

J. C. Walter, Jr. and Lamar 
W. Davis, Jr. 

Ford County, Kans. 

United Gas Pipe Line Co., South Wee- 
satche Field, Goliad County, Tex. 

12.0 

14.65 

A 12-9-63 




will be included in Agreement T-21 when 
that agreement supersedes and cancels 
Agreement No. 8995, and adjusts the rent 
accordingly. 

Interested parties may inspect the 
agreement and obtain copies thereof at 
the Bureau of Domestic Regulation, Fed¬ 
eral Maritime Commission, Washington, 
D.C., 20573, or may inspect a copy at the 
offices of the District Managers of the 
Commission in New York, N.Y., New Or¬ 
leans, La., and San Francisco, Calif., and 
may submit to the Secretary, Federal 
Maritime Commission, Washington, D.C., 
20573, within 10 days after publication of 
this notice in the Federal Register, writ¬ 
ten statements with reference to the 
agreement and their position as to ap¬ 
proval, disapproval, or modification, to¬ 
gether with a request for hearing, should 
a hearing be desired. 

By order of the Federal Maritime 
Commission. 

Thomas Lisi, 

Secretary. 

December 19,1963. 

[F.R. Doc. 63-13257; Filed, Dec. 23, 1963; 

8:46 a.m.] 


i Applicant’s proposed rate at time of filing of application. Present effective rate is 11.0 cents, 
a Amendment to delete acreage per Letter Agreement dated Aug. 21, 1963. 

* Amendment to delete acreage per Letter Agreement dated Nov. 12, 1963. 

* Subject well has declined to a point where it has become uneconomical to continue service. 

* Order issued 7-29-63 in Docket Nos. 0-4283, et al. erroneously amended Docket No. C160-784 to permit the 
partial abandonments filed 4-10-61 and 6-18-62. No certificate has ever been issued to Applicant in said docket. 

* Subject gas is no longer interstate. . 

» Transfer of Applicant’s interest to Texas Gas Transmission Corp. 

» Buyer has assigned existing gas purchase contract to Warren Petroleum Corp. 

* Supra. 

10 Applicant’s entire interest in subject property has been conveyed to third parties, 
u Partial succession, 
n Depletion and decline in pressure. 

[F.R. Doc. 63-13244; Filed, Dec. 23,1963; 8:46 a.m.] 


[Project No. 2381] 

UTAH POWER AND LIGHT CO. 

Notice of Land Withdrawal; Idaho 

December 18,1963. 

Conformable to the provisions of sec¬ 
tion 24 of the Act of June 10, 1920, as 
amended, notice is hereby given that the 
lands hereinafter described, insofar as 
title thereto remains in the United 
States, are included in power Project No. 
2381 for which completed application for 
license (Major) was filed November 14, 
1963, by Utah Power and Light Company, 
Salt Lake City, Utah. Under said sec¬ 
tion 24 these lands are from the date of 
filing of said application, reserved from 
entry, location or other disposal under 
the laws of the United States until other¬ 
wise directed by this Commission or by 
Congress. 

Those portions of the following sub¬ 
divisions lying within the project bound¬ 
ary as delimited upon map. Exhibit K, 
sheet 1 of 1, entitled, ‘‘Detail map of Ash¬ 
ton, Ashton-St. Anthony Project”, re¬ 
vised October 29,1963 (FPC No. 2381-3): 

Boise Meridian, Idaho 
T. 9 N., R. 42 E., 

Sec. 15, NWy 4 NWy 4 , S%NW%, NW%SE&; 

Sec. 21, NE%NE&, SW&NE&.; 

Sec. 22, Lot 8. 

The area reserved pursuant to the fil¬ 
ing of this application is approximately 
13.65 acres, of which approximately 13.49 
acres have been previously withdrawn for 


power purposes in connection with Power 
Site Reserve No. 720. 

Copies of the afore-mentioned map. 
Exhibit K, sheet 1 of 1, revised October 
29, 1963 (FPC No. 2381-3) have been 
transmitted to the Bureau of Land Man¬ 
agement and the Geological Survey. 

Joseph H. Gutride, 

Secretary. 

[F.R. Doc. 63-13245; Filed, Dec. 23, 1963; 
8:46 a.m.] 


FEDERAL MARITIME COMMISSION 

SACRAMENTO-YOLO PORT DISTRICT 

AND CARGILL OF CALIFORNIA, 

INC. 

Notice of Agreement Filed for 
Approval 

Notice is hereby given that the follow¬ 
ing described agreement has been filed 
with the Commission for approval pur¬ 
suant to section 15 of the Shipping Act, 
1916 (39 Stat. 733, 75 Stat. 763; 46 U.S.C. 
814): 

Agreement No. 8995-1, between Sacra- 
mento-Yolo Port District and Cargill of 
California, Inc., modifies the basic agree¬ 
ment of the parties which provides for 
the lease of certain terminal property 
and grain elevator facilities in Sacra¬ 
mento, California. The purpose of the 
modification is to provide for the opera¬ 
tion of a portion of new facilities which 


CITY OF PORTLAND COMMISSION OF 
PUBLIC DOCKS AND MATSON 
NAVIGATION CO. 

Notice of Reduction of Time To File 
Comments 

On December 18, 1963, the Federal 
Maritime Commission gave notice in the 
Federal Register (28 F.R. 13804) that 
the following described agreement had 
been filed with the Commission for ap¬ 
proval pursuant to § 15 of the Shipping 
Act, 1916 (39 Stat. 733, 75 Stat. 763; 46 
U.S.C. 814) : 

Agreement No. 8965-1, between the 
City of Portland Commission of Public 
Docks (Portland) and Matson Naviga¬ 
tion Company (Matson) modifies the 
basic agreement which provides for the 
lease of certain terminal property ana 
a preferential assignment of pier space 
in Portland, Oregon. The purpose oi 
the modification is to require Matson to 
pay Portland wharfage and demurrage 
charges for all cargo moving over tn 
premises as shown in Portland’s appi ■ 
cable tariffs and to require that all t 
cargo moving over the premises shall 
subject to all applicable tariff charg 
as set forth in Portland’s . 

tariffs, except the service an( * facl1 , . 
charge. Agreement No. 8965-1 a 
amends the basic agreement to P ro 
for the loading and unloading oi cuu 
tainerized cargo and the 
crane service in accordance with ^ne p 
visions of Portland’s applicable tarns. 

Said notice provided that inte 
parties could submit written stat 
with reference to the agreement^ 
their position as to approval, disa:^ nues t 
or modification together with a ^ 
for hearing should a hearing be ^ 
within 20 days after Publication 
notice in the Federal Register . 
good cause the Commission ha ^ 
ened the period within 
ten statements may be filed to D 
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Tuesday, December 24, 1963 

By order of the Federal Maritime 

Commission. 

Thomas Lisi, 
Secretary. 

December 20,1963. 

\?R. Doc. 63-13323; Piled, Dec. 23, 1963; 
8:49 a.m.] 


SECURITIES AND EXCHANGE 
COMMISSION 

[Pile No. 812-1593] 

BAY STATE EXCHANGE FUND, INC. 

Notice of Application for Order of 
Exemption 

December 18,1963. 
Notice is hereby given that Bay State 
Exchange Fund, Inc. (“applicant 1 ”), 35 
Congress Street, Boston 8, Massachu¬ 
setts, a closed-end, diversified registered 
j investment company, has filed an appli¬ 
cation pursuant to section 6(c) of the 
| Investment Company Act of 1940 (“Act”) 
for an order of the Commission exempt - 
I ing applicant from compliance with the 
; provisions of section 14(a) of the Act. 
: Ail interested persons are referred to the 
application on file with the Commission 
| for a full statement of the representa¬ 
tions therein which are summarized 
below. 

Applicant has filed a registration state¬ 
ment under the Securities Act of 1933 
for 1,000,000 shares of common stock, 
51 par value, to be offered to investors 
m exchange for securities of the char¬ 
acter of those included in a list set forth 
m the prospectus. Applicant is intended 
as an investment vehicle for investors 
who wish to exchange securities they 
presently hold with a low Federal tax 
I basis for shares of the applicant in a 
simultaneous exchange on a tax-free 
oasis. Kidder, Peabody & Co., the 
aeaier-manager, and a group of secu¬ 
res dealers which it will form and 
„., a ^ ge ' intend to solicit deposits of se- 
wf!l les ’ .^° be beld by a depository in 
pqoI • pmg for the separate account of 
ln vestor, pending consummation of 
‘ X r ®* change - Deposits will be solicited 
eff P ^i )Pr 0 i cimately sixty days after the 
ment tlve date of toe registration state- 

deposit to be accepted 
in? a 1 ? vesbor is to be securities hav- 
exchan^ ark n value of and the 

the Wl1 not be consummated unless 
PoS egate . market value of the de- 
of th P j! curi i ies as at the effective date 
000 onn P t!? exchan se is at least $25,- 
not then n event that such value is 
ties win K realiZed ' the deposited securi- 
c harep returned to investors without 
!f such value is ob- 
itation no* 1 termina tion of the solic- 
1 Posited n0C1, .? report describing the 
rent marW CUr ^ ieS ’ includ ing their cur- 
Federal Value and their bases for 
10 dennc?f me taxati on, will be mailed 
days therPAff ng mvestors within fifteen 
! tor *ay withdro I ? e depositing inves¬ 
ts in whoip ra ^ hls deposited securi- 
or in part without charge 
No - 248- 7 
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at any time prior to the mailing of such 
report and also during the twenty days 
after such mailing date. Applicant will 
have the right to reject securities on 
deposit for a period of up to ten days 
after the end of the period during which 
the depositor may withdraw. All of ap¬ 
plicant’s shares which are issued in ex¬ 
change for securities will be issued simul¬ 
taneously on the effective date of the 
exchange. / 

Section 14(a) of the Act provides, in 
pertinent part, that no registered invest¬ 
ment company shall make a public offer¬ 
ing of its securities unless such company 
has a net worth of at least $100,000 or 
unless provision is made as a condition 
of the registration of its securities under 
the Securities Act which, in the opinion 
of the Commission, adequately insures 

(A) that, after the effective date of such 
registration statement, it will not issue 
any security or receive any proceeds of 
any subscription until no more than 25 
responsible persons have made firm 
agreements to purchase securities in an 
aggregate net amount which will give the 
company a net worth of at least $100,000; 

(B) that said amount will be paid in to 
such company before subscriptions will 
be accepted from any persons in excess 
of 25; and (C) that arrangements will 
be made whereby any amounts so paid in, 
plus any sales load, will be refunded to 
any subscriber on demand in the event 
the net proceeds so received do not result 
in the company’s having a net worth of 
at least $100,000 within 90 days after 
such registration statement becomes ef¬ 
fective. Applicant presently has one 
share of capital stock outstanding, nomi¬ 
nal assets, and no liabilities, and antic¬ 
ipates that it will have only one such 
outstanding share, nominal assets and 
no liabilities prior to the planned ex¬ 
change if the exemption sought in the 
instant application is obtained. Appli¬ 
cant submits that under the circum¬ 
stances described the exemption sought 
would be consistent with the purposes in¬ 
tended to be served by section 14(a). 

Section 6(c) of the Act provides, 
among other things, that the Commis¬ 
sion, by order upon application, may 
conditionally or unconditionally exempt 
any person from any provision or pro¬ 
visions of the Act or of any rule or regu¬ 
lation thereunder, if and to the extent 
that such exemption is necessary or ap¬ 
propriate in the public interest and con¬ 
sistent with the protection of investors 
and the purposes fairly intended by the 
policy and provisions of the Act. 

Notice is further given that any inter¬ 
ested person may, not later than Jan¬ 
uary 2, 1964, at 5:30 p.m., submit to the 
Commission in writing a request for a 
hearing on the matter accompanied by a 
statement as to the nature of his inter¬ 
est, the reason for such request and the 
issues of fact or law proposed to be con¬ 
troverted, or he may request that he be 
notified if the Commission should order 
a hearing thereon. Any such communi¬ 
cation should be addressed: Secretary, 
Securities and Exchange Commission, 
Washington, D.C., 20549. A copy of such 
request shall be served personally or by 
mail (air mail if the person being served 
is located more than 500 miles from the 


point of mailing) upon applicant at the 
address set forth above. Proof of such 
service (by affidavit or in case of an 
attorney-at-law by certificate) shall be 
filed contemporaneously with the re¬ 
quest. At any time after said date, as 
provided by Rule 0-5 of the rules and 
regulations promulgated under the Act, 
an order disposing of the application 
herein may be issued by the Commis¬ 
sion upon the basis of the showing con¬ 
tained in said application, unless an or¬ 
der for hearing upon said application 
shall be issued upon request or upon the 
Commission’s own motion. 

For the Commission (pursuant to dele¬ 
gated authority). 

[seal] Orval L. DuBois, 

Secretary. 

[F.R. Doc. 63-13249; Filed, Dec. 23, 1963; 

8:46 a.m.] 


[File No. 811-518] 

FUND OF AMERICA, INC. 

Notice of Filing of Application for an 
Order Declaring That Company Has 
Ceased To Be an Investment Com¬ 
pany 

December 18,1963. 

Notice is hereby given that Fund of 
America, Inc. (“applicant”), 60 East 42d 
Street, New York 17, New York, a Geor¬ 
gia corporation and a management open- 
end non-diversified investment company 
registered under the Investment Com¬ 
pany Act of 1940 (“Act”), has filed an 
application pursuant to section 8(f) of 
the Act for an order declaring that ap¬ 
plicant has ceased to be an investment 
company as defined in the Act. All in¬ 
terested persons are referred to the ap¬ 
plication as filed with the Commission 
for a complete statement of the repre¬ 
sentations therein which are summarized 
below. 

Applicant represents that pursuant to 
approval by the holders of two-thirds of 
its outstanding stock at an annual meet¬ 
ing of stockholders held on October 21, 
1963, applicant was merged into The New 
Fund, Inc., a New York corporation and 
a management open-end non-diversified 
investment company registered under 
the Act. The Plan of Merger (“Plan”) 
adopted at said meeting: Provided, That 
the name of The New Fund, Inc., the 
surviving corporation, would be changed 
to Fund of America, Inc. (“Fund”); that 
all assets and liabilities of applicant 
would be transferred and assumed by 
Fund; and that each outstanding certif¬ 
icate of applicant which theretofore rep¬ 
resented shares of common stock of ap¬ 
plicant would for all purposes represent 
an equal number of shares of common 
stock of Fund whether or not certificates 
for shares of applicant are exchanged by 
the holders thereof for certificates of 
Fund. 

Section 8(f) of the Act provides, in 
pertinent part, that whenever the Com¬ 
mission upon application finds that a 
registered company has ceased to be an 
investment company, it shall so declare 
by order and upon the taking effect of 
such order, the registration of such com¬ 
pany shall cease to be in effect. 
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NOTICES 


Notice is further given that any inter¬ 
ested person may, not later than Janu¬ 
ary 3, 1964, at 5:30 p.m., submit to the 
Commission in writing a request for a 
hearing on the matter accompanied by 
a statement as to the nature of his in¬ 
terest, the reason for such request and 
the issues of fact or law proposed to be 
controverted, or he may request that he 
be notified if the Commission shall order 
a hearing thereon. Any such communi¬ 
cation should be addressed: Secretary, 
Securities and Exchange Commission, 
Washington, D.C., 20549. A copy of such 
request shall be served personally or by 
mail (air mail if the person being served 
is located more than 500 miles from the 
point of mailing) upon applicant at the 
address stated above. Proof of such 
service (by affidavit or in case of an at¬ 
torney at law by certificate) shall be 
filed contemporaneously with the re¬ 
quest. At any time after said date, as 
provided by Rule 0-5 of the rules and 
regulations promulgated under the Act, 
an order disposing of the application 
herein may be issued by the Commission 
upon the basis of the showing contained 
in said application, unless an order for 
hearing upon said application shall be 
issued upon request or upon the Commis¬ 
sion’s own motion. 

For the Commission (pursuant to dele¬ 
gated authority). 

[seal] Orval L. DuBois, 

Secretary . 

[F.R. Doc. 63-13250; Filed, Dec. 23, 1963; 

8:46 a.m.] 


[File No. 24SF-3146] 

HOMESTEAD GOLD EXPLORATION 
CORP. 

Order Temporarily Suspending Ex¬ 
emption, Statement of Reasons 
Therefor, and Notice of Oppor¬ 
tunity for Hearing 

December 18,1963. 

I. Homestead Gold Exploration Cor¬ 
poration (issuer), 3460 Wilshire Boule¬ 
vard, Los Angeles 5, California, was in¬ 
corporated in California in 1962 to en¬ 
gage in the general business of explora¬ 
tion of mining properties. 

On May 10, 1963, issuer filed with the 
San Francisco Regional Office a notifica¬ 
tion on Form 1-A, form of underwriting 
agreement and offering circular relating 
to an offering of 300,000 shares of its 
$1.00 par value common stock at $1.00 
per share, for an aggregate amount of 
$300,000, for the purpose of obtaining an 
exemption from requirements of the 
Securities Act of 1933, as amended, pur¬ 
suant to the provisions of section 3(b) 
thereof and Regulation A promulgated 
thereunder. V. K. Osborne & Sons, Inc., 
a corporation of Los Angeles, California, 
was the underwriter. The offering com¬ 
menced on or about June 11, 1963 (with 
an offering circular of the same date). 

n. The Commission has reason to be¬ 
lieve that: 


A. The terms and conditions of Regu¬ 
lation A have not been complied with, in 
that: 

1. The aggregate amount of the offer¬ 
ing exceeded the statutory limit of $300,- 
000 under Regulation A. 

2. The report of sales on Form 2-A 
filed July 22, 1963, omitted the acquisi¬ 
tion by certain of the directors and prin¬ 
cipal shareholders of the issuer and the 
underwriter and persons associated with 
them, of a portion of the shares offered 
to the public and their resale thereof, 
within ten days, to the public for an 
amount more than $16,000 in excess of 
the public offering price, and stated 
falsely that the offering was concluded 
on July 16, 1963, although these trans¬ 
actions were effected after that date. 

B. The offering circular contained un¬ 
true statements of material facts and 
omitted to state material facts particu¬ 
larly in that: 

1. The balance sheet as of March 31, 
1963, contained in the offering circular 
failed to disclose $15,971.86 payable to 
the underwriter as of that date in addi¬ 
tion to the $5,350 of liabilities including 
a $5,000 loan payable to the underwriter 
set forth in the balance sheet. 

2. Failure to disclose adequately and 
accurately all of the officers of the issuer 
and failure to disclose the active part to 
be taken by Mr. Julian Porter in the 
issuer’s business affairs and the salary 
and advance to be paid to him from the 
proceeds of the offering. 

3. The offering circular disclosed that 
the public offering price was $1.00 per 
share yvhereas the stock was distributed 
to the public at higher prices. 

4. The offering circular failed to dis¬ 
close the method of offering whereby the 
stock was distributed to the public by 
the principal underwriter at prices 
higher than that disclosed in the offer¬ 
ing circular. 

HI. It appearing to the Commission 
that it is in the public interest and for 
the protection of investors that the ex¬ 
emption of the issuer under Regulation 
A be temporarily suspended: 

It is ordered , Pursuant to Rule 261(a) 
(1) and (2) of the general rules and 
regulations under the Securities Act of 
1933, as amended, that the exemption 
under Regulation A be, and it hereby is, 
temporarily suspended. 

Notice is hereby given that any person 
having any interest in the matter may 
file with the Secretary of the Commis¬ 
sion a written request for hearing with¬ 
in thirty days after the entry of this 
order; that within twenty days after re¬ 
ceipt of such request the Commission 
will, or at any time upon its own motion 
may, set the matter down for hearing at 
a place to be designated by the Com¬ 
mission, for the purpose of determining 
whether this order of suspension should 
be vacated or made permanent, without 
prejudice, however, to the consideration 
and presentation of additional matters 
at the hearing; that, if no hearing is 
requested and none is ordered by the 
Commission, this order shall become 
permanent on the thirtieth day after its 
entry and shall remain in effect unless 


or until it is modified or vacated by the 
Commission; and that notice of the time 
and place for any hearing will promptly 
be given by the Commission. 

By the Commission. 

[seal] Orval L. DuBois, 

Secretary. 

[F.R. Doc. 63-13251; Filed, Dec. 23, 1963; 
8:46 a.m.] 


INTERSTATE COMMERCE 
COMMISSION 

[Section 5a, Application 34; Arndt. 2] 

MIDDLEWEST MOTOR FREIGHT 
BUREAU 

Application for Approval of 
Amendments to Agreement 

December 19,1963. 

The Commission is in receipt of an ap¬ 
plication in the above-entitled and num¬ 
bered proceeding for approval of amend¬ 
ments to the agreement therein approved 
under the provisions of section 5a of the 
Interstate Commerce Act. 

Filed, December 11, 1963, by: Mr. J. D. 
Lawson, Attorney-in-fact, Post Office Drawer 
647, Kansas City, Mo., 64141. 

Amendments involved: Change the by¬ 
laws of the bureau so as to (1) increase 
the General Rate Committee from 34 to 
35 members and alternates, provide for 
the selection of 4 rather than 3 resi¬ 
dent members and alternates from the 
Southwestern section, and permit the 
Board of Directors to fix the beginning 
of committee members’ tenure of office, 
(2) clarify and add provisions for calling 
meetings of the membership or certain 
segments thereof as the need or circum¬ 
stances warrant, (3) add provisions 
clearly permitting proponent or other 
party to file appeals where the Standing 
Rate Committee has recommended 
modification or amendment of a pro¬ 
posal, and (4) re-define the territory in 
the State of Kentucky from and to whicn 
the bureau publishes rates. 

The application may be inspected a 
the office of the Commission in Washing¬ 
ton, D.C. . . ,. 

Any interested person desiring tn 
Commission to hold a hearing upon sucn 
application shall request the Comtfi - 
sion in writing so to do within 20 aa> 
from the date of this notice. As P • 
vided by the general rules of P ractice 
the Commission, persons other than p 
plicants should fairly disclose their 
terest, and the position they mten 
take at the hearing with respect t 
application. Otherwise the Co®®, 
sion in its discretion, may proceed w 
vestigate and determine the ut 

volved in such application * 
further or formal hearing. 

By the Commission, division 2. 

Harold D. McCo .^’ 
Secretary . 

ty™» «Q_i39fi0* Filed, Dec. 23, 19 






Tuesday, December 24, 1963 

[Rev. S.O. 562; Taylor’s I.C.C. Order 162] 

KANSAS, OKLAHOMA & GULF 
RAILWAY CO. 

Rerouting of Traffic et al. 

TO ALL RAILROADS: In the opinion 
of Charles W. Taylor, Agent, the Kansas, 
Oklahoma & Gulf Railway Company, due 
to bridge damage is unable to transport 
traffic routed over its Coalton Branch 
line between Dewar and Okmulgee, Okla¬ 
homa. 

It is ordered. That: 

(a) Rerouting traffic: The Kansas, 
Oklahoma & Gulf Railway Company and 
its connections, being unable to trans¬ 
port traffic in accordance with shippers’ 
routing over its Coalton Branch line be¬ 
tween Dewar and Okmulgee, Oklahoma, 
because of bridge damage are hereby 
authorized to divert or reroute such 
traffic over any available route to expe¬ 
dite the movement, regardless of routing 
shown on the waybill. The billing cov¬ 
ering all such cars rerouted shall carry 
a reference to this order as authority 
for the rerouting. 

(b) Concurrence of receiving roads to 
be obtained: The railroad desiring to 
divert or reroute traffic under this order 


FEDERAL REGISTER 

shall confer with the proper transporta¬ 
tion officer of the railroad or railroads 
to which such traffic is to be diverted or 
rerouted, and shall receive the concur¬ 
rence of such other railroads before the 
rerouting or diversion is ordered. 

(c) Notification to shippers: The car¬ 
rier rerouting cars in accordance with 
this order shall notify each shipper at 
the time each car is diverted or rerouted 
and shall furnish to such shipper the 
new routing provided under this order. 

(d) Inasmuch as the diversion or re¬ 
routing of traffic by said Agent is deemed 
to be due to carrier’s disability, the 
rates applicable to traffic diverted or 
rerouted by said Agent shall be the rates 
which were applicable at the time of 
shipment on the shipments as originally 
routed. 

(e) In executing the directions of the 
Commission and of such Agent provided 
for in this order, the common carriers 
involved shall proceed even though no 
contracts, agreements, or arrangements 
now exist between them with reference to 
the divisions of the rates of transporta¬ 
tion applicable to such traffic; divisions 
shall be, during the time this order re¬ 
mains in force, those voluntarily agreed 
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upon by and between said carriers; or 
upon failure of the carriers to so agree, 
said divisions shall be those hereafter 
fixed by the Commission in accordance 
with pertinent authority conferred upon 
it by the Interstate Commerce Act. 

(f) Effective date: This order shall 
become effective at 3:00 p.m., December 
17, 1963. 

(g) Expiration date: This order shall 
expire at 11:59 p.m., February 29, 1964, 
unless otherwise modified, changed, sus¬ 
pended or annulled. 

It is further ordered, That this order 
shall be served upon the Association of 
American Railroads, Car Service Divi¬ 
sion, as agent of all railroads subscrib¬ 
ing to the car service and per diem agree¬ 
ment under the terms of that agreement 
and by filing it with the Director, Divi¬ 
sion of the Federal Register. 

Issued at Washington, D.C., Decem¬ 
ber 17, 1963. 

Interstate Commerce 
Commission, 

[seal] Charles W. Taylor, 

Agent. 

[F.R. Doc. 63-13261; Filed, Dec. 23, 1963; 

8:47 a.m.J 
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